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equipment, 18, 223 (1970) 


Automatic counting of inclusions, 15, 116, 148 (1966) 


Automatic focus, Quantimet 720 (Abstract), 19, 432 
(1971) 


Automatic image analysis, 15, 116, 148 (1966); 15, 431 
(68)* (1967); 33, 43 (1985) 
boron in steel, 16, 105 (1968) 
computer, metals research, 16, 81 (1968) 
deoxidation products in steel, 16, 137 (1968) 
electro-opticat system, 19, 205 (1971) 
feature outline correction (Abstract), 20, 299 (1972) 
inclusion classifier, 16, 273 (1968) 
instrument errors, 19, 87 (1971) 
image analysis, 26, 15, 187 (1978) (also see Image 
Analysis) 
non-metallic inclusions, 15, 116 (1966); 16, 189 
(1968) oxide inclusions, 16, 151 (1968) 
particle measurement with the I1MC, 19, 285 
(1971) 





pattern recognition concepts, 19, 77 (1971) 
pigment dispersions, 16, 123 (1968) 
quantitative area analysis, 16, 115 (1968) 
quantitative electron microscopy, 16, 181 (1968) 
steel, boron, 16, 105 (1968) 

track counting (Abstract), 19, 441, 443 (1971) 
track counting, 20, 127 (1972) 


Automatic karyotyping (Abstract), 19, 438 (1971) 
Automatic particle counting, 15, 116, 148, 267 (1966) 
Automatic scanning microphotometer, 20, 91 (1972) 


Automation of counting asbestos fibers using a 
Quantimet 720 (Abstract), 21, 262 (1973) 


Automation of routine biomedical 
measurements (Abstract), 20, 301 (1972) 


assay 


Automation, 33, 169 (1985) 
Automobile paints, 35, 233 (1987) 


Autoradiography, 11, 49 (1956) 
of biological specimens (Abstract), 20, 290 (1972) 


Autoradiography, an automated = micro- 
spectrophotometric system for rapid quantitative 


cytofluorimetry and reflectance autoradiography, 21, 
11 (1973) 


Auxiliary stage, 8, 241, 260 (1951) 
Aviscope microscope, 8, 315 (1952) 
Axiomat, 21, 167 (1973) 

Azure series of dyes, 5, 4 (1942) 
Bacillus prodigiosus, 1, 96 (1937) 
Bacteria, 31, 43 (1983) 


Bacteria, Barophilic, 12, 77 (1958) 


Bacteria, observation on living, 9, 29 (1952) staining, 
9, 71 (1952); 9, 246, 249 (1953); 9, 303 (1954) 


Bacterial colonies, application of the Quantimet 720P 
(Abstract), 19, 442 (1971) 


Bacterial flagella, 7, 24 (1948) 

Bacterial Physiology, book review, 11, 186 (1957) 
Bacterial production of crystals, 29, 71 (1981) 
Bacteriology, 35, 341 (1987) pioneers of, 1, 165 (1938) 
Bacteriostasis, 10, 222 (1955) 

Badgers in the Woodlands, book review, 11, 186 (1957) 
Baker, C., of Holburn Ltd., Amalgamation, 12, 79 (1958) 


Balkwill, F.P., 10, 81 (1954); 11, 69 (1956); 11, 96 (1957); 
11, 269 (1958) 


Ball-bearings, 9, 161 (1953) 
Balsam bottle, simple, 9, 212 (1953) 
Balsam, Canada, effect on stains, 5, 139, 153 (1943) 
multi-object technique, 181 (1944) 
of Tolu, 5, 276 (1945) 
Bariff’s Boroglyceride, 5, 44, 75 (1942) 
Barophilic bacteria, 11, 77 (1958) 
Barring the door with the head, 11, 245 (1958) 
Barton microscope, 12, 104 (1959); 12, 162 (1960) 
Basic fuchsins, 5, 5 (1942) 
Basic microscopy laboratory, 34, 11 (1986) 
Bathophenanthroline (reagent), 29, 87 (1981) 


Batteries, 31, 235 (1983) 


Bausch and Lomb flat field microscopes, 15, 453, (90)* 
(1967) 


Bausch and Lomb QMS image analysis system 
(Abstract), 19, 431 (1971) 


Bausch and Lomb, 35, 61 (1987) 
Bausch and Lomb, book review, 8, 215 (1951) 


Beam damage (SEM), 31, 139 (1983) 
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Beauty in nature, 11, 77 (1957) 
Beck fine adjustment, 11, 100 (1957) 
Becke line, 33, 241 (1985) 


Bee Anatomy, abdomen, 6, 317 (1946) 
abdominal muscles, 7, 266 (1948) 
air sacs, 5, 83 (1942) 
blood, 8, 8 (1950) 
blood circulation, 7, 269 (1948) 
brain, 5, 82, 84 (1942) 
compound eye, 5, 86 (1942) 
conclusion, 8, 13 (1950) 
diagrams, concerning, 5, 85 (1942) 
digestive tract, 7, 161 (1949) 
epiphranyx, 5, 60 (1942) 
fat cells, 8, 9 (1950) 
fat contents of cells, 7, 267 (1949) 
furcae, 5, 232 (1944) 
general directions, 6, 18 (1946); 6, 137, 219 (1947) 
glands, 5, 62, 63, 64 (1942); 5, 277, 315 (1945); 6, 13, 
14 (1946) 
heart, 6, 269 (1947) 
honey stomach, 6, 321 (1948) 
malpighian tubules, 7, 8, 97 (1948); 6, 319 (1948) 
mandibular gland and muscles, 5, 62 (1942) 
mouth parts, internal, 5, 58 (1942) 
muscles, 6, 61 (1946); 6, 137 (1947) 
mushroom bodies, 5, 87 (1942) 
nassanoff’s glands, 8, 9 (1950) 
nerves, 7, 164 (1949) 
nervous system, 7, 161 (1949) 
ovaries, 8, 11 (1950) 
petiole, 6, 217, 245, 269 (1947) 
pharyngeal glands, 5, 63 (1942) 
plate, 5, 61 (1942) 
preparation of, 5, 11 (1942) 


Bee sex determination, 7, 75, 209, 237, 259 (1949); 7, 
303, 329 (1950); 7, 63 (1950); 8, 129 (1951) 


Bee, cytogenetics, of, 9, 93 (1952) 
Bee, honey, maturation of oocyte, 10, 38 (1954) 


Beekeeping for Profit and Pleasure, book review, 6, 54 
(1946) 


Beer sediments (Abstract), 24, 311 (1971) 


Bees, spermathecas, 10, 282, 318 (1956) 


Beetles, book review, 13, 222 (1962) 
Beginner, needs of, 8, 23, 52, 81 (1950) 
Beginner’s, hints to, 7, 282, 318 (1950) 
Belite, 29, 127 (1981) 


Belites, optical microscopy of in commercial clinker, 
25, 191 (1977) 


Bell Animalcule, 1, 27, 111 (1937) 

Belstead House, microscopy course, 10, 230 (1955); 10, 
325 (1956); 11, 75 (1956); 11, 157, 221 (1957); 11, 309 
(1958); 12, 26, 83 (1958); 12, 250, 294 (1960); 13, 45, 105 
(1961); 13, 287 (1963); 14, 292 (1964); 14, 350 (1965) 
Bentham, R.H., 10, 139 (1955) 

Benzene hexachloride (insecticide), 5, 297, 311 (1945) 
Benzene, as clearing agent, 1, 47 (1937) 


Benzyl benzoate, 11, 267 (1958) 


Bergsman microhardness tester, operational 
characteristics of an automated, 14, 64 (1963) 


B.D.H. Standard Stains, book review, 6, 211 (1947) 
Bible, 34, 380 (1986) 


Bibliography (Microscopy), 34, 11 (1986) 


Bibliography on automatic image analysis, 22, 89 
(1974) 


Binocular body, homemade, 7, 94 (1948) 
Binocular eyepiece, 7, 274 (1949) 
Binocular magnifier, 12, 223 (1960) 


Binocular microscope, 1, 48 (1937); 1, 147 (1938); 8, 1 
(1950); 8, 159 (1951) 
book review, 8, 188 (1951) 
eyepiece for, 12, 178 (1960) 
Greenough, 13, 85, 116 (1961); 13, 297 (1963) 
“Lawton”, 6, 307 (1948) 
“Wenham”, 1, 48 (1949); 7, 120 (1949) 





Binocular prism, for close up, 9, 154 (1953) 
P. and L., high power, 9, 159 (1953) 


Binocular, stereoscopic microscope, 9, 218 (1953) 
Bioaerosol sampling, 52, 91 (2004) 


Biochemistry of industrial microorganisms, 14, 199 
(1964) 


Biohazard legislation, its implications for microscopy 
(Abstract), 21, 261 (1973) 


Biological applications of a unified stereological 
system, 24, 151 (1976) 


Biological assay with Quantimet 720, 20, 165, 301 
(1972) 


Biological assay with the Quantimet 720P (Abstract), 
19, 442 (1971) 


Biological science, automatic image analysis, 22, 59 
(1974) 


Biological specimens for quantitative autoradiography 
(Abstract), 20, 290 (1972) 


Biological specimens with particular reference to 
environmental pollution (Abstract), 21, 264 (1973) 


Biological Staining Methods, book review, 7, 305 (1950); 
11, 156 (1957) 


Biological Stains, Chemicals and Reagents, book 
review, 11, 156 (1957) 


Biological tissue, 52, 158 (2004) 


Biological tissues, electron-probe microanalysis for the 
study ofmineral content (Abstract), 21, 243 (1973) 


Biology, quantitative image analysis, 19, 41 (1971) 
Biolux microscope, 8, 161 (1951) 


Biomedical assay measurements (Abstract), 20, 301 
(1972) 


Biomyxa, 8, 309 (1952) 


Biosynthesis of Vitamins and Related Compounds, 
book review, 14, 369 (1965) 


Birefringence in fibers, 23, 35 (1975) 

Birefringence measurement, automated, 30, 101 (1982) 
Birefringence, 31, 187, 250 (1983); 32, 11 (1984) 
Birmingham Microscopical and Naturalist’s Society, 
7, 311, 330 (1950); 8, 26, 55, 136, 191, 219, 247 (1951); 9, 
27, 55, 81 (1952); 9, 139, 165, 195, 251 (1953); 9, 307, 326 
(1954) 

Black Paint, 1, 4 (1937) 

Black powder, 33, 1 (1985) 


Blood and bloodstains, identification of, 9, 99 (1952); 
9, 122 (1953) 


Blood circulation, 15, 414 (51)* (1967) 
Blood counting microscope, 10, 144 (1955) 
Blood grouping, 31, 120, 121 (1983) 

Blood identification, 30, 210 (1982) 


Blood staining, use of methyl alcohol, 5, 6 (1942); 5, 
217 (1944) 


Blood vessels, demonstration of, 10, 85 (1954) 
Blow fly, 1, 16 (1937) 

Blue bottle fly, 1, 16 (1937) 

Bolton, Thomas, 9, 19 (1952); 10, 189 (1955) 
Bonding study, acoustic microscopy, 30, 202 (1982) 


Bone, decalcification, 14, 13 (1969) 
erythrocytes from normal human, 17, 149 (1969) 


Book of Flowering Trees & Shrubs, book review, 11, 
215 (1957) 


Book on microscopy, 10, 241 (1955) 


Bookseller, microscopical, 13, 374 (1963) 
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Bore-hole inspection microscope, 20, 51 (1972) 
Boroglyceride, 6, 50 (1946) 

Boroglyceride, Bariff’s, 5, 44, 75 (1942) 

Boron in steel, 16, 105 (1968) 

Botanical ident., 30, 287 (1982) 

Botanical microscopy, 32, 23 (1984) 


Botanical- preparations, 12, 290 (1960); 12, 309 (1961); 
13, 1 (1961) 


Botany and the microscope, 1, 75 (1937) 

Bovine optic nerve, 30, 171 (1982) 

Box for microscope optics, 12, 161 (1959) 
Boxboard, clay coated, 16, 289 (1968) 
Bracey-Jackson tube length corrector, 29, 1 (1981) 


Brachionus urceolaris, 9, 77 (1952) 





Bradbury, J.G. (Obituary), 6, 142 (1947) 

Bradford Microscopical Society, 8, 54, 83, 109 (1950); 8, 
136, 191, 189, 219, 247, 273 (1951); 8, 303, 321 (1952); 9, 
25, 55 (1952); 9, 81, 111, 139, 195, 279 (1953); 9, 305, 326 
(1954) 

Bradford Nat. Hist. & Mic. Soc., 6, 168, 280 (1947) 
Brandstatter, Kuhnert M., 14, 215 (1964) 

Brass corrosion, 29, 147 (1981) 

Brass, 53, 61 (2005) 

Brass-coated steel wire, 30, 213 (1982) 

Brenan, Rev. S.A., 7, 309 (1950) 

Brightfield illumination, 53, 109 (2005) 

Brighton and Hove Natural History Society, 5, 319 
(1945); 6, 27, 56, 84 (1946); 6, 140, 168, 196, 252 (1947); 7, 


56, 112 (1948); 7, 195, 279 (1949); 8, 54, 109 (1950); 8, 
163, 275 (1951); 9, 83 (1952); 9, 271, 279 (1953) 


Brine fly, 5, 238 (1944) 

Bristles for mounting, 6, 44 (1946) 

Bristol Microsopical Society, 6, 328 (1948); 7, 84, 112 
(1948); 7, 140, 251, 330 (1949); 8, 26, 54, 83 110 (1950); 8, 
136, 163, 191 (1951); 9, 55, 83 (1952); 9, 139, 165, 195 
(1953); 11, 251, 317 (1958) 


British Broadcasting Corporation, 7, 141, 148, 223 
(1949) 


British Industries Fair, 6, 223 (1947) 


British Insects, Simplified Key to Orders, book review, 
12, 91 (1959) 


British Instrument Industries’ Exhibition, 9, 195 (1953) 


British Pyralid and Plume Moths, book review, 10, 110 
(1954) 


Brucite, 30, 263 (1982) 
Brucke Lens, 6, 108 (1946) 


Brushes, care of, 1, 56 (1937) 
removal of cement from, 11, 3 (1956) 


Brushmaking Materials, book review, 11, 215 (1957) 
Bryce, David, 9, 169, 251 (1953) 

Bryozoa, crests of, 10, 200 (1955) 

Build your own electron microscope, 14, 371, 421 (1965) 
Building materials, asbestos in, 29, 39 (1981) 
Bullard’s method of orienting, 8, 211 (1951) 

Bullet comparison (Abstract), 20, 288 (1972) 

Bumps vs holes, 30, 68 (1982) 

Busk’s rubber cement, 5, 38 (1942) 


Butterflies and Moths found in the Counties of 
Cheshire, etc., book review, 7, 194 (1949) 


Butterflies and Moths, book review, 8, 55 (1950) 





Button Galls, 1, 65 (1937) Card index, 6, 46 (1946) 
Caddis worms, mounting, 5, 272 (1945) Cardboard cells, 5, 38 (1942) 
Cadmium-109, x-ray analyzer, 30, 198 (1982) Cargille index liquids, 29, 93 (1981); 34, 341 (1986) 


Calcite crystal refractometer, 15, 309 (1967) Cargille liquids, 26, 167 (1978) 
Calcite, 35, 133 (1987); 52, 9 (2004); 54, 37 (2006) Cargille, PCB-free refractive index liquids, 27, 87 (1979) 


Calcium chloride, as mountant, 12, 51, 78 (1958) Carl Zeiss, 15, 56, 145 (1966); 15, 300 (1967) 
stable solution, 9, 319 (1954) 


Carp (tooth), embryology, 1, 107 (1937) 
Calibrating a fine adjustment, 10, 24 (1954) 


Carp, gill parasite of, 14, 165 (1964) 
Calibration (reticles), 35, 267 (1987) 


Carpenter and Westly, microscope by, 10, 21 (1954); 
Caloneis, 33, 309-312 (1985) 10, 189 (1955) 


Camera, attachment, 1, 164 (1938) Cascade impactors, 52, 91 (2004) 
for living organisms, 8, 252 (1951) 
for photomicrography, simple, 5, 78 (1942) Case histories, 30, 1 (1982) 
lucida, Wollaston, 12, 27 (1958) 
“Microflex”, 10, 103 (1954) Casting refractories, initial reactions (Abstract), 24, 
322 (1976) 
Campbell, Rev. J.A., 10, 239 (1955) 
Castle, J.E., 11, 96 (1957) 
Camphine, 5, 271, 318 (1945) 
lamp, 6, 24 (1946); 6, 194 (1947) Catalogues and pamphlets reviewed Amateur Ent. 
Soc., 8, 108 (1950) 
Camphor in fluid mounts, 9, 300 (1954) Bausch and Lomb Optical Co., 8, 282 (1952) 
Flatters and Garnett Ltd., 8, 136 (1951) 
Canada Balsam, see Balsam, 8, 255, 273 (1951); 11, 95 Gurr, Edward, 8, 108 (1950) 
(1957); 33, 241 (1985) Gurr, George T. Ltd., 8, 107, 282 (1952) 
acidity of, 11, 68 (1956) W. Watson and Sons, 8, 107, 282 (1952) 
bleached, 10, 81 (1954); 10, 220 (1955) 


bleaching, 9, 219, 251, 276 (1953) Cauchy equation, 29, 93 (1981); 33, 241 (1985) 
bottle for, 9, 212 (1953) 


darkening of, 11, 72 (1956) Ce qu’il faut Savoir du Monde Microscopique, book 
substitutes, 34, 187 (1986) review, 6, 195 (1947) 


Capillaries, rectangular, 32, 60 (1984) Cedarwood oil, substitutes for, 7, 85, 91 (1948) 


Capturing insects, 1, 88 (1937) Cell biology, use of image analysis, 24, 39 (1976) 
Carbon bisulphide, 11, 67 (1956) 


Cell for orthogonal illumination, 14, 301 (1965) 
sulfur in, 6, 21 (1946) 


Cell Growth and Cell Division, book review, 14, 116 
Carbon Black, 54, 51 (2006) (1963) 


Carbon fibers, 34, 347 (1986) Cell movement, surface contact microscope, 11, 162 


(1957) 
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Cell walls, 32, 83 (1984) 
Cellosolve, 5, 1 (1942); 5, 272 (1945) 


Cells for mounting, 12, 212 (1960) 
cardboard, 5, 38 (1942) 
celluloid, 5, 77, 81 (1942) 
deep, 5, 81 (1942) 

Duratuf S., 5, 39 (1942) 
glass, 5, 193 (1944) 

jig for cutting, 5, 40 (1942) 
synthetic, 5, 39 (1942) 


Cells, 1, 56 (1937); 52, 135 (2004) 
blotting paper, 11, 94 (1957) 
celluloid, 5, 77, 81 (1942) 
determination of dry mass, 20, 153 (1972) 
glass, 11, 217 (1957) 
large, 8, 20 (1950) 
Microstructure, book review, 14, 420 (1965) 
pressurized, 17, 287 (1969) 


Cellular Basis and Aetiology of Late Somatic Effects of 
Ion Increasing Radiation, book review, 14, 59 (1963) 


Cellulose fibrils, electron microscopy, 23, 139 (1975) 
Cellulose fibrils, staining, 20, 161 (1972) 

Cellulose nitrate, 26, 155 (1978) 

Cellulose propionate for cells, 12, 212 (1960) 
Celodal, 12, 164 (1960) 


Cement clinker, 29, 127 (1981); 30, 229, 291 (1982); 31, 
37 (1983) 


Cement types, use of petrographic microscope 
(Abstract), 23, 267 (1975) 


Cement, 32, 265 (1984); 53, 89 (2005) 
action of glycerol on, 5, 76 (1942) 
shellac, 9, 302 (1954); 11, 294 (1958) 

Cements (see Mounting) 


Centering the objective, 11, 103 (1957) 


Centering turntable, 9, 117 (1953) 


Centrifuges, 5, 271 (1945) 
for small aquatic animals, 10, 275 (1956) 
for use in studies of nanoplankton, 12, 142 (1960) 


Century Microscope, 10, 68 (1954) 


Ceramic microscopy and the hardness microprobe 
(Abstract), 24, 312 (1976) 


Ceramic petrological sections, ultrathin, preparation 
by semi-automatic methods, 14, 200 (1964) 


Cervical cytology, microscopical scanning (Abstract), 
19, 327, 436 (1971) 


Cetyl-trimethyl-ammonium bromide, 9, 301 (1954) 
chaetoceros, Ehr., 5, 147 (1943) 

Chambered microscope slide, 12, 57 (1958) 
Changer for objectives, centering, 11, 282 (1958) 
Characterization of hair, 31, 15 (1983) 


Characterization of particles by PLM (Part III), 31, 187 
(1983) 


Characterization of trace evidence (Abstract), 30, 93, 
101, 151, 163 (1982) 


Characterization of wood, 31, 1 (1983) 

Chart for mounting, 6, 46 (1946) 

Chemical dehydration of tissue, 29, 137 (1981) 
Chemical microscopy, 52, 156, 157, 158, 172 (2004) 
Chemical microscopy, 53, 113 (2005) 


Chemical microscopy, 32, 141 (1984); 33, 1, 37, 73, 115, 
121 (1985); 35, 159 (1987) 
chemical experiments, 13, 201 (letter) (1962); 13, 
326 (1963) 
complex formation, 16, 12 (1968) 
crystals, chemical, 8, 294 (1952) 
fusion techniques, 16, 37, 257 (1968) 
qualitative inorganic analysis, 15, 485 (1967) 
tests for complex substances (Abstract), 24, 304 
(1976) 





use of squaric acid (Abstract), 22, 162 (1974); 24, 
303 (1976) 
video techniques, 16, 305 (1968) 

Chick embryo, explanting, 19, 127 (1971) 


Chicken, in vivo study of early microvascular damage, 
21, 73 (1973) 


Chinese ink, 10, 331 (1956) thinning, 11, 95 (1957) 
Chironomous larvae, mounting, 5, 134 (1943) 
Chlamydomonas, 1, 149(1938) 

Chlorates, 33, 73 (1985) 

Chlorocresol, 9, 244 (1953) 

Chlorophyll, preserving, 12, 164 (1960) 
Choanoflagellates, 10, 228 (1955) 

Choosing a microscope, 1, 56 (1937) 

Choroid plexus of chick, fixation, 14, 458 (1965) 
Christiansen effect, 54, 37 (2006) 

Chromatic aberration, 11, 256 (1958) 
Chromeosmium fixatives, 13, 29 (1961) 


Chromosome Atlas of Cultivated Plants, book review, 
6, 26 (1946) 


Chromosomes, 15, 431 (68)* (1967) 
in two species of Indian lizard, 17, 213 (1969) 
preparation of, 11, 43 (1956) 
reptilian, 16, 355 (1968) 
Chrysotile identification, 29, 19 (1981) 
Chrysotile, 31, 165 (1983); 35, 107, 207 (1987) 
Chrysotile, dyes for identification, 30, 267 (1982) 


Cigarette smoke, 35, 135 (1987) 


Ciliate, unidentified, 8, 82, 105 (1950); 8, 134, 158 (1951); 
8, 298, 318 (1952) 
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Cine imaging system for Quantimet 720 (Abstract), 
19, 432 (1971) 


Cine lenses, 1, 113 (1937) 
Cinematography, 31, 75 (1983) 
Cinemicrographic techniques, 16, 235 (1968) 
Cinemicrography, 14, 319 (1965); 15, 414 (51)* (1967) 
Cinemicroscope, 14, 276 (1964) 
Cinephotomicrography, 10, 182, 211, 231 (1955) 
abstracts, 5, 266, 296 (1945) 
films at Bristol, 10, 247 (1955) 
Cintel flying spot microscopy, 15, 121 (1966) 
Circulation of blood, 15, 414 (51)* (1967) 


Clarite, Clarite X, 5, 102, 150 (1943) 


Clathration, evidence for in pyrvinium pamoate, 18, 
287 (1970) 


Clay fabric, image analysis by Quantimet (Abstract), 
19, 445 (1971); 19, 327 (1971) 


Clay fabrics, image analysis (Abstract), 21, 257 (1973) 
Clay-coated boxboard, 16, 289 (1968) 

Clean crystal surface, 13, 260 (1963) 

Clean room microscopy, 17, 77 (1969) 


Cleaning, brushes, 11, 3 (1956) 
eyepieces, 9, 161 (1953) 
freshwater material, 6, 277 (1947) 
glass, 10. 332 (1956) 
glassware, 1, 15, 56 (1937) 
lenses, 10, 218 (1955); 10, 330 (1956); 33, 246 (1985); 
54, 61 (2006) 
slides and glassware, 6, 45 (1946); 6, 145 (1947) 
slips, 1, 15, 56 (1937); 7, 117 (1949) 


Clearing agent, benzene, 1, 47 (1937) clove oil, 1, 46 
(1937) 


Clearing in paraffin oil, 10, 109 (1954) 
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Clearing, methyl benzoate, 5, 42 (1942) 
Cleavage fragments, 53, 155 (2005) 


Clinical applications of /rIMC (Abstract), 19, 436 (1971); 
20, 111 (1972); see also Cytology, Cervical Cytology 


Clip for slides, 5, 235 (1944) 

Clove oil, 1, 46 (1937) 

Coagulation of silver aerosol particles, 15, 106 (1966) 
Coal, 15, 385 (22)* (1967) section of, 13, 33 (1961) 
Coated lenses, 10, 218 (1955) 

Coated papers, 18, 73 (1970) 

Coating of lenses, 7, 181(1949) 

Coating problems, 30, 208 (1982) 

Cobalt microchemical test, 29, 87 (1981) 

Coherence of illumination, 11, 223 (1957); 11, 279 (1958) 
Cold stage, thermoelectric, 14, 395 (1965) 


Cole, Arthur Charles, 5, 273 (1945); 7, 309 (1950); 15, 10 
(1965) 


Coleopterist’s Handbook, book review, 10, 69 (1954) 
Coleps, 10, 225 (1955) 


Collecting net, making, 6, 88 (1946); 6, 166, 194 (1947) 
history, 6, 121 (1947) 


Collecting Psocoptera, book review, 8, 155 (1951) 


Collecting, apparatus for pond life, 12, 7, 29 (1958); 12, 
144 (1959) 


Collodion, 33, 246 (1985) 
Colloidal silica gradients, 30, 147 (1982) 


Color & pleochroism, 30, 317 (1982) 


Color, 1, 36 (1937) 
cinemicrography, 15, 414 (51)* (1967) 
film reproduction fidelity, 17, 97 (1969) 
filter, yellow-green, 9, 158 (1953) 
filters, a holder for, 1, 125 (1938) 
metallography, 15, 472 (1967) 
photography, 1, 7 (1937) 
Photomicrograph with a 35mm Camera, book 
review, 13, 168 (1962) 


photomicrography, 12, 155, 225 (1960); 15, 127 
(1966) reagent for molybdenum, 22, 317 (1974) 
screens, 1, 35 (1937) 

Coma, 11, 254 (1958) 

Comber, Thomas, 11, 294 (1958) 


Commensal relationships, 5, 151 (1943); see also 
Symbiotic partnership 


Commensalism, 10, 253 (1956) 


Commercial and Industrial Photography, book review, 
12, 81 (1958) 


Common dandelion, 54, 81 (2006) 
Common objects of the microscope, 9, 188 (1953) 


Comparative Vertebrate Anatomy, book review, 5, 156 
(1943) 


Comparison microscope, 15, 511 (1967); 32, 29 (1984) 


Composite materials, 16, 115 (1968); 17, 161 (1969); 
(Abstract) 19, 444 (1971) 


Composites, 25, 161 (1977); 34, 347 (1986) 


Computer analysis of images (see Automatic Image 
Analysis) 


Computer analysis of phytoplankton cell images, 24, 
181 (1976) 


Computer Centers, 52, 59 (2004) 


Computer controlled scanning optical microscope, 22, 
247 (1974) 


Computer image processing, focus optimization 
criteria, 24, 163 (1976) 





Computer interfacing the electron microprobe, 17, 169 
(1969) 


Concrete, 53, 89 (2005) 

Condenser less illumination, 7, 200 (1949) 

Condenser(s), aperture stops of, 12, 315 (1961) 
design of oil immersion, 11, 179 (1957) 
immersion, 8, 121 (1951) NA, 12, 214 (1960) 
objectives as, 7, 25 (1948) 

Conferences (see Micro-, INTER/MICRO-) 

Conifer needles, sections, 12, 239 (1960) 

Conoscopy of polymer films (Abstract), 24, 307 (1976) 

Conservation of paintings and other works of art, 

applications of the polarizing microscope, 21, 101 

(1973) 


Conservation of works of art (Abstract), 20, 297 (1972) 


Constant temperature device for the Kofler hot stage, 
17, 137 (1969) 


Consultant's quiz, 35, 217, 221, 325 (1987) 


Contact angle observations with the SEM (Abstract), 
20, 300 (1972) 


Contagion, 54, 71 (2006) 
Contaminant identification, 52, 9, 107 (2004) 


Contamination assessment and control using the IMC 
system (Abstract), 21, 249 (1973) 


Contamination control in the pharmaceutical 
industry (Abstract), 21, 259 (1973); 22, 209 (1974) 


Contamination, analysis, 35, 159 (1987) 
fiber, 30, 2 (1982) 
metal cans, 30, 211 (1982) 
surfaces, 31, 175 (1983) 


Contrast, in electron microscopy, 15, 380 (17)* (1969) 
image, 11, 197 (1957); 11, 279, 281 (1958) 
microscopy, 34, 93 (1986) 
photographic, 8, 180 (1951) 
of photographic materials, 1, 38 (1937) 


in photomicrography, 1, 40 (1937) 

Wilska’s method, 9, 148, 215 (1953) 

Contraste de Phase, book review, 8, 114 (1951) 
Contributions to The Microscope, 8, 305 (1952) 


Controlled atmosphere microscopy, 14, 152 (1963); 31, 
235 (1983) 


Cooking, 32, 123 (1984) 

Cool light, 8, 292 (1952); 9, 43 (1952); 9, 213 (1953) 
Copper microchemical test, 29, 87 (1981) 
Copying diagrams, 1, 153 (1938) 

Corethron, 33, 309 (1985); 34, 51 (1986) 
Cormack’s siding, N.Z., 6, 53 (1946) 

Corn starch, 32, 123 (1984) 

Correcting lenses, 8, 115 (1951) 

Correction of tube length, 29, 1 (1981) 


Corrosion deposits, high pressure impregnator, 14, 354 
(1965) 


Corrosion of steel, 15, 301 (1967) 
Corrosion research, 35, 19 (1987) 
Corrosion, 29, 147 (1981) 
Cosmarium, movement of, 7, 77, 101 (1948) 
Cottam, Arthur, 6, 68 (1946) 
Cotton, 18, 193 (1970) 
dust, 30, 223 (1982) 
fabrics, thermoplastic polymers, 21, 161 (1973) 
fiber surfaces, 20, 143 (1972) 
fibers, 15, 71 (1966) 
red, 5, 3 (1942) 
Coumarone resin for mounting, 9, 39, 63 (1952) 


Counting cell, 30, 7 (1982) 


Country Solicitor, 11, 178 (1957) 
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Course adjustment, by Ladd, 10, 19 (1954) 
Courses in microscopy, 31, 89 (1983) 
Court, Thomas Henry (Obituary), 8, 224 (1951) 


Cover(s), deteriorated, 9, 275 (1953) 
for microscopes, 6, 47 (1946); 9, 318, 325 (1954); 10, 
241 (1955) 
glass holder, 9, 118, 218, 251 (1953) 
glass thickness, 7, 122 (1949) 
glasses, corroded, 7, 148 (1949) 
oddly shaped, 9, 302 (1954) 
paper for slides, 10, 272 (1956) 
plastic, 5, 74 (1942); 6, 87 (1946) 
removal of, 9, 20, 81 (1952) 
Coverslip thickness, 33, 179, 231 (1985) 


Coverslips, round (Letter to the Editor), 25, 145 (1977) 


Crack path in microstructure relationship 
observations in titanium alloys, 23, 133 (1975) 


Crane fly, 1, 49 (1937) 

Crichton Drum-microscope, 8, 283, 319 (1952) 
Criminalistics, 15, 511, 528 (1967); 17, 111 (1969) ; 31, 1, 
15, 115 (1983); 32, 1, 29, 64, 65 (1984); 33, 1 (1985); 35, 
83, 249, 261 (1987) 

Criminalistics, 52, 49 (2004); 53, 37, 73, 119 (2005) 
Critical angle, nomogram for, 5, 285 (1945) 


Critical illumination, 34, 45, 119 (1986) 


Critical microscopy, 10, 293, 314 (1956); 11, 21 (1956) 


Critical Miniature Photomicrography (Abstract), 5, 
195 (1944) 


Crocidolite, 52, 189 (2004) 

Cross, M.I., 9, 134 (1953) 

Crossections, 35, 233 (1987) 

Crosswires for optical instruments, 9, 47 (1952) 


Crustacea, haemoglobin in, 12, 54 (1958) 


Cryostat-cut, freeze-dried tissues for microscopical 
investigations, 19, 271 (1971) 


Cryptomonadina, 5, 249 (1945) 


Crystal(s), and the Polarizing Microscope, book 
review, 8, 245 (1951); 8, 291 (1952) 

chemical, 8, 294 (1952) 

growth, 33, 1 (1985) 

in ice, 18, 299 (1970) 

in human tissue, identification of, 14, 411 (1965) 

in tissue, 15, 230 (1966) 

morphology, 33, 1 (1985) 

optics, 31, 187, 250, 260 (1983); 33, 121 (1985) 

micro-organisms, 29, 71 (1981) 

rolling, 31, 195 (1983); 54, 21 (2006) 

rotation apparatus, 35, 13 (1987) 

some interesting, 24, 261 (1976) 

surfaces, clean, 13, 260 (1963) 

violet, 5, 5 (1942) 


Crystal system, 53, 99 (2005) 


Crystalline materials by electron microscope, 15, 32 
(1965) 


Crystallization, 33, 1, 73 (1985) 


Crystallization of, 
trinitrobenzene, 14, 27 (1963) 
acetyl acetonate, 13, 295 (1963) 
explosives, 20, 233 (1972) 
ferric ammonium sulfate trihydrate, 15, 480 (1967) 
gentisic acid, 15, 63 (1966) 
mannitol, 18, 279 (1970) 
mounts, 5, 275 (1945) 
polyglycolic acid, 18, 203 (1970) 
polynitroalkane esters, 19, 151 (1971) 
strontium dipicolinate (Abstract), 20, 295 (1972); 
20, 327 (1972) 
sucrose, calcium chloride tetrahydrate, 13, 346 
(1964) 
thallium nitrate 11, 13, 291 (1964) 


1,3,5-triamino-2,4,6- 


Crystallography, 35, 1, 13 (1987) 
ammonium perchlorate with polyurethane 
binder (Abstract), 24, 309 (1976) 
biologically important organic bases (Abstract), 
24, 306 (1976) 
chalcomycin 1, 23, 15 (1975) 
cyclotetramethylene-tetranitramine, 22, 169 
(1974) 





dispersion of optical indicatrix (Abstract), 21, 253 
(1973) flufenamic acid (Abstract), 24, 306 (1976) 
m-nitrobenzoic acid, 23, 1 (1975) 

optic axial angle, 13, 346 (1963) 

optical, 14, 60 (1963); 14, 299, 366 (1965); 15, 63, 
480 (1967); 33, 23 (1985) 

organic compounds (Abstract), 23, 267 (1975); 24, 
261 (1976) 

rare earth minerals, 21, 39 (1973) 

silicon nitride, 22, 279 (1974) 

tests for complex substances (Abstract), 24, 304 
(1976) 


Crystallography, 52, 23, 81, 113, 162 (2004); 53, 9, 113 
(2005) 


Crystallometry, book review, 13, 284 (1963) 
Ctenophora, preservation, 6, 88 (1946) 
Cuckoo-spit insect, 1, 77, 104 (1937) 

Culture media for diatoms, 8, 279 (1952) 
Cup, eyepiece, 12, 222, 247 (1960) 

Cuprous oxide, 53, 69 (2005) 

Cushman, Dr. J.A., 7, 328 (1950); 11, 237 (1957) 
Cyanine-borate dyes, 33, 23 (1985) 
Cyanine-oxonol dyes, 33, 23 (1985) 


Cycloalliin hydrochloride monohydrates, 14, 379 
(1965) 


Cyclotetramethylene-tetranitramine, 22, 169 (1974) 
Cymbella, 1, 33 (1937) 


Cytochemical studies of developing oocytes of the 
gastropod, 18, 109 (1970) 


Cytochemistry, 17, 133 (1969) 


Cytofluorimetry and reflectance autoradiography, 21, 
11 (1973) 


Cytogenetics of honey-bee, 9, 93 (1952) 


Cytology, see sex determination in honey-bee and 
microchemistry, 6, 58, 92 (1946) 
of honey-bee, 8, 7 (1950) 
microscopical scanning (Abstract), 19, 436 (1971); 
19, 387 (1971) 
Vickers, screening apparatus, 16, 227 (1968) 


Cytomicrochemistry, 6, 197 (1947); 6, 287 (1948); 7, 57 
(1948) 


Cytoscreen (Quantimet) (Abstract), 19, 433 (1971) 
simple parameter scanning with Quantimet 
cytoscreen (Abstract), 19, 435 (1971) 
smear measurement, computer TV image analysis 
system (Abstract), 19, 435 (1971) 
smears, 16, 44, 227 (1968) 

Czapski, S., 13, 297 (1963) 

2,2-Dimethoxypropane, 29, 137 (1981) 

3,5-diamino TNT, 35, 273 (1987) 

3,5-dichloro TNT, 35, 273 (1987) 

D3849, 54, 51 (2006) 

D6602, 54, 51 (2006) 


D.D.T., Some Properties and Applications of, book 
review, 6, 83 (1946) 


Dactylogyrus, a gill parasite of common carp, 14, 165 
(1964) 


Dallinger, Rev. W.H., 11, 4 (1956) 

Dallinger, W.H., 9, 253 (1953); 9, 304 (1954) 
Dallinger’s The Microscope, 10, 292 (1956) 

Dalton, H., 10, 107 (1954); 11, 176 (1957); 11, 314 (1958) 
Dammer, 5, 106 (1943) 

Dancer and Davis diaphragm, 8, 186, 214 (1951) 
Dancer, J.B., negatives by, 12, 234, 282 (1960) 


Daphnia, 1, 32 (1937); 35, 133 (1987) pulex, 9, 13 (1952) 
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Darkfield illumin., 14, 17 (1963); 31, 175 (1983); 33, 121 
(1985) 


Darkfield illumination, 53, 109 (2005) 
Darkground illumination, 1, 4, 109, 130, 148 (1938) 


Darkground microscopy of moving particles, 10, 42 
(1954) 


Darlaston and Neville, 8, 52 (1950) 


Darlaston, H.W.H., 8, 152 (1951); 11, 67 (1956); 11, 155 
(1957) 


Darvon, 29, 161 (1981) 
DAT, 35, 273 (1987) 
Databases, 53, 55 (2005) 
Davies, Thomas, 11, 269 (1958) 
Davis diaphragm, 7, 293 (1950) 
De Broglie, L., 30, 11 (1982) 
de Fonbrune micromanipulator, 14, 216 (1964) 
De rebus metallis, 5, 307 (1945) 
Dead Sea, 33, 255 (1985) 
Deal, section of, 13, 121 (1961) 
Debes’ fixative, 14, 148 (1964) 
Decalcification of cartilage and bone, 14, 13 (1963) 
Decapod sperm, 16, 365 (1968) 
Decoration, 53, 61 (2005) 
Deep cells, 5, 81 (1942) 
Degradation of wood, 15, 367 (4)* (1967) 
Dehydration, 32, 83 (1984) 
of alcohol, 10, 110 (1954) 


tissue, 29, 137 (1981) 


Dellebarre microscope by Chevallier, 9, 201 (1953) 


Demasking technique, 13, 279 (1963) 


Densitometer, self calibrating for image analysis 
(Abstract), 24, 317 (1976) 


Densitometry (Abstract), 20, 303 (1972) 
with the Quantimet 720D (Abstract), 19, 440 
(1971); 20, 203 (1972) 

Density gradient, 30, 147 (1982) 


Dental enamel, dissolution and recrystallization, 21, 
81 (1973) 


Depth measurements, Hallen method, 11, 153 (1957) 


Descriptive Catalogue of Simple Microscopes, book 
review, 10, 71 (1954) 


Design and Construction of the Microscope, book 
review, 10, 71 (1954) 


Design, tendencies in microscope, 5, 209 (1944) 





Desmid Genus Euastrum, book review, 6, 139 (1947) 


Desmids, granules in, 7, 108 (1948) movement of, 7, 
107 (1948) 


Destructive and Useful Insects, book review, 8, 245 
(1951) 


Detection systems incorporating feature outline 
correction (Abstract), 20, 299 (1972) 


Developer (photographic), 1, 9 (1937) 
Developers for photomicrography, 9, 16 (1952) 


Development, photographic, 8, 180 (1951) 


Device for holding objects under the microscope, 15, 
146 (1966) 


Diacetone-alcohol, 5, 2 (1942) 


Diagnosis of iatrogenic foreign body granulomas 
(Abstract), 20, 287 (1972) 


Diagrams, copying, 1, 153 (1938) 





Diamond Attenuated Total Reflection (ATR), 52, 131 
(2004) 


Diamond weevils, mounting, 5, 43, 97 (1942) 
Diamond writing, to mount, 1, 153 (1938) 
Diaphane, 5, 75 (1942) 


Diatom microscopy, 33, 235, 309 (1985) 
is it a diatom?, 35, 303 (1987) 
laboratoire d’Etude des Diatomees, 34, 47 (1986) 
mounting media - some preliminary comments, 
34, 285 (1986) 
references, 34, 121 (1986) 
reprint review, 35, 93 (1987) 
resting spores, 35, 197 (1987) 
white-dot, black-dot, 34, 361 (1986) 


Diatomaceous earth, 52, 9 (2004) 


Diatomeenflora van Nederland, 12, 55, 80 (1958); 12, 
217 (1959) 


Diatoms,13, 225 (1962); 32,151 (1984); 33, 65, 157, 235, 

241, 309 (1985); 52, 9 (2004) 
Achnanthes, 12, 320 (1961); 13, 15, 37 (1961) 
Amphipleura petlucida, 5, 148 (1943); 8, 23 (1950) 
Amphipleura pellucida, resolution, 7, 45, 82, 83 
(1948); 7, 139, 167, 193 (1949) 
Arachnoidisculs, 5, 274 (1945) 
arranged mounts, 11, 128 (1957); 11, 295 (1958) 
Asteromphalns senectus, 7, 53 (1948) 
Auliscus ellipticus, 8, 135 (1951) 
Biddulphia dissipata, 8, 300 (1952) 
British forms, unusual, 13, 156, 231 (1962) 
catalogue of, 9, 321 (1954) 
Ceratoneis arcus, 6, 70, 71 (1946) 
Chaetocerox, Ehr., 5, 147 (1943) 
cleaning, 1, 11, 43 (1937);12, 170 (1960) 
Cleaning diatoms, 7, 132, 149, 272 (1949) 
cleaning, marine, 1, 23 (1937) 
cleaning, mounting, 1, 43 (1937); 1, 151 (1938) 
Cormack’s siding, excavations, 6, 53 (1946) 
Cymbella parva, 6, 71 (1946) 
fixing fluids, 8, 249 (1951) 
Geminatum, 6, 71 (1946) 
Gomphonema, 6, 170 (1947); 12, 255 (1960) 
growing in culture, 8, 279 (1952) 
handling for study, 8, 249 (1951) 
importance of records, 6, 70 (1946) 


Dibromo-naphthylphenylketone, 8, 93 (1950) 
DIC, 31, 223 (1983); 35, 279 (1987) 


Dictionary of Chemistry and Chemical Technology, 
book review, 13, 328 (1963) 


Dictyostelium discoideum, 7, 270 (1949); 8, 185 (1951) 
Diethylene glycol bori-borate, 7, 117(1949) 
Diethylene glycol, mountant for algae, 5, 43 (1942) 
Differential illumination, 1, 109 (1937); 1, 148 (1938) 


Differential interference contrast, 31, 223 (1983); 32, 63 
(1984) 


Differential screw fine adjustment, 10, 239 (1955) 


Diffraction grating, 11, 316 (1958); 13, 238 (1962); 32, 
93 (1984) 


Diffraction lines; Dr. Herapathts 
extinguishing crystals, 35, 319 (1987) 
noble metal microscopes and other extravagances, 
35, 217 (1987) 
religio microscopisti, 34, 375 (1986) 
sights and sounds at 250X, 34, 63 (1986) 
tales on tails - a thinsection of history, 35, 119 
(1987) tattoo microscopy, 34, 145 (1986) 
the microscopist as colorist, 34, 299 (1986) 


amazing 


Diffraction ultrasonic microscope, 18, 163 (1970) 


Diffraction, 52, 160, 173 (2004) 


Digital image processing for the SEM (Abstract), 23, 
263 (1975) 


Diglycerol, 10, 80 (1954) 

DIN standards, 34, 335 (1986) 
Dioxolane, 10, 221 (1955) 
Dipheny] silanediol, 16, 65 (1968) 
Diploneis, 33, 313 (1985) 


Diptera, 16, 363 (1968) 
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Directory of Natural History Societies, book review, 7, 
109 (1949); 8, 16, 83 (1950) 


Disappointed microscopist, 8, 152 (1951) 

Disc of confusion, 11, 222 (1957) 

Discovery of the Uses of Colouring Agents in Biological 

Microtechnique (Abstract), 5, 195 (1944); 
(Monograph) 5, 248 (1945) 

Diseases of Fishes, book review, 11, 16 (1956) 


Dispenser for slides, 11, 183 (1957) 


Dispersed phases, orientation and distribution 
(Abstract), 19, 444 (1971) 


Dispersibility of pigment in plastic (Abstract), 16, 123 
(1968); 19, 337, 445 (1971) 


Dispersion (of refractive index), 32, 11 (1984) 


Dispersion and refractive index determination, 14, 440, 
497 (1965) 


Dispersion of index, 29, 93 (1981) 


Dispersion of optical indicatrix as a key identifying 
characteristic for small particles (Abstract), 21, 253 
(1973); 22, 181 (1974) 


Dispersion of particles, 29, 141 (1981) 


Dispersion Staining (Fiber Optics IIlumination for use 
in), 28, 51 (1980) 


Dispersion staining colors, 26, 109 (1978) 
Dispersion Staining in the IR and UV, 27, 75 (1979) 


Dispersion staining, 13, 311 (1963); 14, 39 (1963); 14, 
422 (1965); 29, 121 (1981); 30, 1, 17, 210, 323 (1982); 31, 
248, 253, 260, 263 (1983); 33, 119, 121, 159, 247, 273 
(1985); 34, 29 (1986) 

asbestos (Abstract), 20, 289 (1972) 

comparative, 15, 511 (1967) 

contrast control, 14, 422 (1965) 

data tabulation, 31, 263 (1983) 

fibers, 19, 243 (1971) 

macroscopic, 14, 498 (1965) 

objective, 34, 335 (1986) 


tables, 17, 29 (1969) 
Dispersion Staining, 52, 23, 100-101 (2004) 
Dispersion staining, a new illuminator, 24, 291 (1976) 
a new objective, 23, 221 (1975) 


refractive index measurement, 23,213 (1975) 


Dispersion staining, an alternative technique, 25, 2-15 
(1977) 


Dispersion, 33, 1591, 241 (1985) equations, 33, 241 
(1985) 


Dissecting instruments, 1, 84 (1937) 
Dissecting microscopes, 6, 146, 267 (1947) 
Dissecting stands, 1, 129 (1937) 


Dissolution and recrystallization in dental enamel, 21, 
81 (1973) 


Dithio-oxamide, 32, 141 (1984) 

Divergent and correcting lenses, 8, 115 (1951) 
Division of Labor in Cells, book review, 13, 286 (1963) 
Dobell, 53, 147 (2005) 

Dodgson, Rev., C.L., 10, 136, 137 (1955) 

Dollond and “Dot land”, 9, 244 (1953) 
Domestic duck, Sertoli cells, 17, 133 (1969) 
Don'ts for beginners, 8, 233 (1951); 8, 317 (1952) 
Double stained hand-cut sections, 13, 1 (1961) 
Double-base powders, 33, 187 (1985) 

Dragnets for ponds, 9, 289(1954) 

Draper, E.T., 9, 242 (1953); 10, 330 (1956) 
Drawing apparatus, 1, 25, 48, 124 (1937) 
Drawing attachment, 8, 82 (1950) 


Drawing rotifers, 6, 3 (1946) 





Drawtube, 7, 285, 319 (1950) 
photomicrographic camera, 1, 119 (1937) 


Drilling glass, 11, 217 (1957) 


Drinking water contamination by asbestos, 34, 371 
(1986) 


Drug characterization, 52, 111, 119, 160, 168 (2004) 
Drugs, 33, 37 (1985) 

Drugs, 53, 55 (2005) 

Drum-microscopes, 8, 283, 319 (1952) 


Drying apparatus and liquids, 10, 110 (1954); 10, 332 
(1956) 


Dry-mass of living cells (Abstract), 19, 425 (1971); 20, 
153 

(1972) 

Dry-rot, 1, 140 (1937) 

DSC, 35, 273 (1987) 


DTA, 35, 273 (1987) hot-stage microscopy (Abstract), 
20, 292 (1972) 


DTA-light photometer polarizing microscope system 
for hotstage microscopy, 21, 29 (1973) 


Duckweed, 1, 84 (1937) 
Duratuf S for cell making, 5, 39 (1942) 


Dust, 1, 114 (1937) 
analysis, 33, 247 (1985) 
examination, 34, 397 (1986) 
surface, 31, 175 (1983) 


Dust, 52, 59, 73 (2004) 
Dye-pads, 9, 249 (1953); 9, 303 (1954) 


Dyes, cyanine-borate, 33, 23 (1985) 
cyanine-oxonol, 33, 23 (1985) 
for chrysotile identification, 30, 267 (1982) 
fluorescent, 33, 115 (1985) 
(phenylazophenyl) palladium 
hexafluoroacetylacetonate, 33, 23 (1985) 


Dynaphot, 30, 206 (1982); 34, 1 (1986) 


Dynascopic aerial image presentation, a new concept 
in optical image display (Abstract), 21, 243 (1973) 


Earthworm, giant, 7, 47 (1948) 
giant (Microchaeta rappi), 5, 74 (1942) 
giant (Megascoloides australis), 5, 138 (1943) 
minute (Enchytraeus parvulus), 5, 138 (1943) 
seminal smear, 13, 125 (1961) 


8-Hydroxyquinoline, 52, 164 (2004) 

Ebbage, H.E., 11, 235 (1957) 

EBSD, 53, 21 (2005) 

EC slide, 35, 291 (1987) 

Ecclesiastics, eminent, as microscopists, 9, 46 (1952) 
Edinburgh microscope, 34, 395 (1986) 


Editorials in The Microscope, 
lab apparatus exhibition 1961, 13, 57 (1961) 
Who invented “Greenough”, 13, 85 (1961) 
Twenty-fifth anniversary, 13, 197 (1962) 
New series announcements, 13, 253, 341 (1963) 
Zeiss history, 14, 37 (1963) 
Amateurs, 14, 295 (1965) 
Amateur to professional,15, third quarter (1967) 
Sorry state of microscopy, 15, fourth quarter 
(1967) 
Amateurs and The Microscope, 16, first quarter 
(1968) 
Automatic image analysis,16, second quarter 
(1968) 
New S.I. units, 16, third quarter (1968) 
Revolution in microscopy, 16, fourth quarter 
(1968) 
Page charges, 17, first quarter (1969) 
Part-time microscopy and courses, 17, second 
quarter (1969) 
Growth of The Microscope, 17, third quarter (1969) 
Speakers and authors, 17, fourth quarter (1969) 
Optimism and microscopy, 18, first quarter (1970) 
Young people and microscopy, 18, second quarter 
(1970) Microscopical literature, 18, third quarter 
(1970); 20, third quarter (1972) 
Microscopes for young people, 18, fourth quarter 
(1970) 


Automatic image analysis, 19, first quarter (1971) 
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EDS (See SEM, 52, 189 (2004)) 
EDS, 53, 61 (2005) 


Education Film Strips on British Insects, book review, 
7, 277 (1949) 


EDX, 32, 265 (1984) 


Efficient manipulation of the microscope, 8, 31, 
121(1950); 8, 227 (1951) 


Eggs of insects, mounting, 5, 272 (1945) 
Eikonometer, 11, 317 (1958) 

Eimeria gadi, 11, 82 (1957) 

Eisenia foetida, 18, 143 (1970) 


Elastin and polysaccharides, new combination stain, 
14, 250 (1964) 


Elcock, Charles, 6, 20 (1946) 


Electrically-coated slide, 32, 100 (1984); 34, 77 (1986); 
35, 291 (1987) 


Electrochemistry, 15, 43 (1966) 
Electron beam damage (SEM), 31, 139 (1983) 


Electron diffraction, 15, 441 (78)* (1967); 31, 63 (1983); 
35, 107, 165, 168, 169, 207 (1987) 


Electron effects in ion generation in the ion microprobe 
(Abstract), 21, 248 (1973) 


Electron holography, image of gas atoms (Abstract), 
24, 315 (1976) 


Electron metallography, 15, 249 (1966); 15, 314, 441 
(78)* (1967) 


Electron microbeam microscope, 52, 161 (2004) 
Electron micrography, 11, 269 (1958) 

Electron microprobe, see also EMMA, analysis, 16, 311 
(1968) 


analysis for the study of mineral content in 
biological tissue (Abstract), 21, 243 (1973) 


analyzer, 15, 389 (26)* (1967) 

common sources of error (Abstract), 21, 252 (1973) 
computer interfacing, 17, 169 (1969) 

errors in subnanogram x-ray analysis, 22, 221 
(1974) 


new simplified instrument (Abstract), 19, 434 
(1971) 


Electron microscope microanalysis applied in 
pathological conditions for particle identification 
(Abstract), 23, 263 (1975) 


Electron microscope (see also Electron microscopy and 
Scanning electron microscopy), 5, 29 (1942); 5, 132 
(1943); 30, 11, 247 (1982); 33, 154 (1985) 
build your own, 14, 371, 421 (1965) 
grid supports, 15, 209 (1966) 
high voltage (Abstract), 21, 263 (1973) 
imaging system for Quantimet 720 (Abstract), 19, 
432 (1971) 
improving contrast (Abstract), 21, 264 (1973) 
Philip’s, 7, 174 (1949) 
Quantimet linkage (Abstract), 19, 427 (1971) 
quantitative scanning (Abstract), 21, 244 (1973) 
review, Gabor, 6, 138 (1947) 
review, 13, 166 (1962) 
Russian, 14, 419 (1965) 
sections for, 8, 94 (1950) 
scanning, a new approach (Abstract), 21, 251 
(1973) scanning, limits of resolution (Abstract), 21, 
247 (1973) Siemens, roll film camera attachment, 
14, 68 (1963) techniques group (Abstract), 19, 425 
(1971) 
television scanning (Abstract), 21, 247 (1973) 


Electron microscopical study of cotton fiber surfaces, 
20, 143 (1972) 


Electron microscopy, 15, 380 (17)* 15, 441 (78)* (1967); 
34, 324 (1986); 35, 168, 169, 207 (1987) 
applications, 22, 129 (1974) 
and optical microscopy, 12, 197 (1960) 
asbestos (Abstract), 20, 287 (1972) 
biological materials,15, 380 (17)* (1967); 16, 335 
(1968) 
clay - coated boxboard, 16, 289 (1968) 
crystalline materials, 15, 32 (1965) 
high voltage, 14, 339 (1965); 22, 129 (1974) 
Histological Techniques for, book review, 13, 194 
(1962) human lung (Abstract), 19, 440 (1971) 
immuno, microbiological applications (Abstract), 
24, 305 (1976) 





industrial applications, 15, 314, 331 (1967) 
International Conference of, 7, 229, 256 (1949) 
introduction, book review, 13, 250 (1962) 

living cells, 15, 201 (1966) 

medical diagnosis, 17, 63 (1966) 

metallography, 15, 249, 314, 331 (1967) 
microanatomy, 19, 281 (1971) 

of cellulose fibrils, 23, 139 (1975) 

particle size and shape, 15, 136 (1966) 
particulates, 13, 270 (1963) 

Pleurosigma angulatum, 15, 177 (1966) 
Quantimet, 13, 330 (1963); 16,181 (1968) 
radioactive aerosol particulates, 14, 130 (1964) 
rare earth oxide sots, 15, 441 (78)* (1967) 
redwood, 18, 61 (1970) 

scanning, pigment dispersion in paint films 
(Abstract), 24, 312 (1976) 

scanning, a new approach, 22, 259 (1974) 
scanning, quantitative topographic data 
(Abstract), 24, 322 (1976) 

specimen supports, 15, 209 (1966) 

textile fiber staining, 19, 255 (1971) 

thin sections, tissue,14, 7 (1963) 

virological applications, 17, 179 (1969) 

x-ray analysis on Corinth TEM (Abstract), 23, 270 
(1975) 


Electron microscopy, 53, 155 (2005) 
Electron optical shadow method, 8, 236(1951) 


Electron optical system for quantitative automatic 
image analysis, 19, 205 (1971) 


Electron Optics, book review, 5, 71 (1942) 


Electronic flash, in photomicrography, 11, 312 (1958); 
12, 113 (1959) 


Elizabeth, Her Majesty, the Queen Mother, 14, 115 
(1963) 


Elliptical turntable, 9, 302 (1954) 

Elytra of beetles, sectioning, 6, 305 (1948) 
Embedding bath, wax, 8, 24 (1950) 
Embedding boxes, 10, 41 (1954) 


Embedding oven, 10, 65 (1954); 10, 307 (1956) 


Embedding resins, for coated papers, 18, 73 (1970) 
for treated cotton, 18, 193 (1970) 


Embedding textiles, 13, 307 (1963) 
Embedding, brittle wood, 9, 249 (1953) 

in synthetic resin, 9, 80 (1952) 

paraffin, 9, 25 (1952); 9, 131, 275 (1953); 32, 83 (1984) 
Embedment of particles, 15, 385 (22)* (1967) 


Embryology of Insects and Myriapods, book review, 
5, 71 (1942) 


Embryology of the Tooth-Carps, 1, 107 (1937) 
Emile Chamot, 53, 5 (2005) 
EMMA, metallurgical applications (Abstract), 21, 263 
(1973) 
the instrument and its use (Abstract), 21, 248 
(1973) 
Empty magnification, 9, 25, 51 (1952) 
Empusa muscae, 5, 98 (1942); 8, 42 (1950) 
Enantiomer, 52, 119 (2004) 


Encyclopedia of microscopic stains book review, 13, 
80 (1961) 


Endoscope, Optec Reactors Ltd., 14, 129 (1964) 
Energy dispersion spectroscopy, 52, 181 (2004) 
Energy-dispersive x-ray analysis, 32, 265 (1984) 
English Objective Co., 10, 330 (1956) 

Enlarging the field of view, 9, 57 (1952); 9, 193 (1953) 


Enock, F., fairy fly mounts by, 9, 247 (1953) 
fluid mounts of insects by, 9, 282 (1954) 


Enock’s method, 7, 248 (1949) 
for mymaridae, 12, 85 (1959) 


Entomological photomicrography, 7, 291, 313 (1950); 
8, 36, 98 (1950); 8, 176 (1951) 


Entomostraca, preparations of, 5, 20 (1942) 
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Environment, effect on Lymnaea peregra, 6, 259 (1947) 
Environmental health, 54, 71 (2006) 


Environmental Industry, 52, 167 (2004) 


Environmental pollution, x-ray microanalysis of thin 
biological specimens (Abstract), 21, 264 (1973) 


Environmental scanning electron microscopy (ESEM), 
52, 161 (2004); 54, 81 (2006) 


Enzyme damaged wheat starch (Abstract), 20, 333, 
294 (1972) 


Enzyme kinetics, histochemical studies of (Abstract), 
19, 437 (1971) 


Eosins, 5, 5 (1942) 
Ephedrine hydrochloride, 52, 125-126 (2004) 
Epimakroskop, 30, 55 (1982) 
Epi-objectives, 33, 37 (1985) 
Epiphanes, 7, 169 (1949) 
Epithelial cell membrane, 8, 273 (1951); 8, 301 (1952) 
Epoxy mounting, 35, 19 (1987) 
Erecting glass, 10, 332 (1956) prism, 10, 292 (1956) 
Erector eyepieces, 11, 118 (1957) 
Ernst Abbe, 15, 300 (1967) 
Erythrocytes, from normal human blood, 17, 149 
(1969) 
retention within the in vitro coagulum by 
submicroscopic 
fibrils, 17, 271 (1969) 
Erythrosins, 5, 5 (1942) 
Escher, 30, 72 (1982) 


Etch rates, cement phases, 30, 229 (1982) 


Etched nuclear tracks, 34, 319 (1986) 


Etching, cellulose nitrate, 26, 155 (1978) 


Ethyl acetate for relaxing, 5, 273 (1945) 


Euchlanis dilatata, 7, 65 (1948) 


Euglena, 7, 183 (1949); book review, 10, 111 (1954) 
Euparal, 5, 139 (1943); 5, 214, 265 (1945); 34, 161, 173, 
397 

(1986) 

Europium hydroxide sot, 15, 441 (78)* (1967) 


Examination of trace evidence, 30, 93, 101, 151, 163 
(1982) 


Excalibr, 30, 250 (1982) 
Exchanges of material, 8, 209, 213 (1951) 
Ex-Government optical equipment, use of, 9, 91 (1952) 
Exhibitions, British Instrument industries, 7, 29 (1948); 
8, 
189 (1951); 9, 195 (1953) 
laboratory apparatus and materials, 13, 53, 57 
(1961) “Micro-58”, 12, 24 (1958) 
of Microscopy 1957, 11, 103 (1957) 
new Zeiss instruments, 12, 102 (1959) 
Physical Society, 7, 1 (1948); 9, 184 (1953); 12, 78 
(1959); 12, 169 (1960); 13, 263 (1963) 
W.Watson and sons, 9, 52, 62, 98 (1952) 
Exomorphology, 53, 75 (2005) 
Expansion method for sectioning, 8, 94 (1950) 


Experiments with a Microscope, book review, 12, 27 
(1958) 


Expert witness, 54, 31 (2006) 
Explanting the 3-day chick embryo, 19, 127 (1971) 


Explosives, 17, 151 (1969); 20, 233 (1972); 30, 216 (1982); 
33, 1, 73, 187 (1985); 35, 273 (1987) 


Export market for microscopes, 6, 325 (1948) 


Exposure control, photomicrography, 30, 208 (1982) 





Exposure time, determination using photoelectric 
meters, 14, 149 (1964) 


in photomicrography, visual determination of, 14, 
34, 55 (1963) 
measurement in enlarging, 21, 115 (1973) 


Exposure, 1, 4 (1937) 
data, recording, 6, 263 (1947) 
measurement in photomicrography, 14, 286 (1964) 
meter, home-built, 13, 281 (1963) 
meter, for photomicrography, 5, 69 (1942) 
photomicrographic, 8, 178 (1951) 


Extension course, University of London, 9, 2 (1952) 
Extension, for given magnification, 1, 114 (1937) 
Extinction, 54, 25 (2006) 


Extruded high impact polystyrene sheet, high gloss 
of, 14, 106 (1963) 


Eye, optical properties, 11, 301 (1958) 
resolving power, 11, 302 (1958) 
response to different colors, 1, 36 (1937) 


Eyepiece(s), angle, 8, 18 (1950) 
for binocular microscopes, 12, 178 (1960) 
cleaning, 9, 161 (1953) 
constants, 8, 67 (1950) 
cup, 12, 222, 247 (1960) 
and photomicrography, 10, 173 (1955) 
reflecting, 10, 218 (1955) 
and stage graticules (trade leaflet), 11, 187 (1957) 
schlieren, 23, 89 (1975) 
testing, 6, 143 (1947) 


Eyes, insect, 1, 19, 51, 94 (1937) 


Eyesight, 8, 227 (1951) 
and optical instruments, 9, 160 (1953) 


F. value and NA, 1, 114 (1937) 
50 years ago, 35, 158, 260, 341 (1987) 


50 Years? Service to Microscopy, book review, 8, 317 
(1952) 


Fact or artifact? 10, 281 (1956) 


Failure analysis, 30, 1-2 (1982) 


Fairy flies, 7, 193 (1949) 

by Enock, 9, 247 (1953) 

Enock’s method, 12, 85 (1959) 
Falg interaction in histology, 12, 307 (1960) 
False-Twist Textured Nylon 66 (Transverse 
Anisotropy in, and its Characterisation with the 
Universal stage), Rochow, T.G., 28, 129 (1980) 
Farrant’s medium, a poison?, 9, 243 (1953) 
FAS-11, 26, 187 (1978) 
Fasoldt rulings, 25, 89 (1977); 29, 77 (1981) 
Fast Green F.C.F., 5, 5 (1942); 5, 105, 133, 150 (1943) 
Fast green stained botanical mounts, 12, 309 (1961) 


Fatigue fractures, 30, 139 (1982) 


Feature classification with the Quantimet 720 
(Abstract), 20, 304 (1972) 


Feature outline correction (Abstract), 20, 299 (1972) 
Feature Sizing, 54, 3 (2006) 

Feces, unidentified object in, 10, 333 (1956) 

Felted Beech Coccus, book review, 11, 15 (1956) 


Ferric Alum, 52, 181 (2004) 


Ferric ammonium sulfate trihydrate, 15, 480 (1967) 


Ferromagnetism, 8, 236 (1951) 
Fiber Width, 52, 71 (2004) 


Fiber(s), 31, 15, 117, 119, 123-125, 129, 139, 145, 165, 
175 (1983); 32, 11 (1984); 35, 233 (1987) 
birefringence measurement, 23, 35 (1975) 
characterization, 30, 141 (1982) 
counting (TEM), 34, 373 (1986) 
dispersion staining,19, 243 (1971) 
examination (forensic), 31, 15, 117, 119, 123, 124, 
129, 145 (1983) 
interference microscopy, 16, 201 (1968) 
magnetic field alignment, 20, 365 (1972) 
metal-shaded, 17, 168 (1969) 
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paint brushes, judging, 9, 287 (1954) 

rotating device, 18, 275 (1970) 

staining cellulose, 20, 161 (1972) 

staining for EM, 19, 255 (1971) 

stressing device, 15, 71 (1966) 

thermal optical effect in acrylics, 14, 209 (1964) 
wool, 8, 266 (1951) 


Fibre optics, Kohler illumination (Abstract), 24, 310 
(1976); 26, 69 (1978) 


Fibre reinforced epoxy laminates (Abstract), 24, 309 
(1976) 


Fibrous structures, optical diffraction (Abstract), 24, 
321 

(1976) 

Field glasses, reflecting, 7, 181 (1949) 

Field microscope, 34, 383 (1986) 

Field of view, enlarging, 9, 57 (1952); 9, 193 (1953) 


Filamentous algae, mounting, 1, 5 (1937) 


Film for photomicrography (Abstract), 20, 305 (1972) 


Film library, Royal Microscopical Society, 7, 251 (1949) 


Film thickness, method for measuring, 24, 253 (1976) 
Films (polymer), 31, 75 (1983) 

Filter holder, 33, 201 (1985) 

Filtering optical images, 32, 119 (1984) 


Filters, 34, 9 (1986) 
heat, 9, 43 (1952); 9, 213 (1953) 
interference, 8, 153 (1951) 
in visual microscopy, 17, 193 (1969) 
light, mounting, 11, 95 (1957) 
membrane, 15, 136 (1969) 
monochromatic, 9, 18 (1952) 
photomicrographic, 8, 176 (1951) 
yellow-green, 9, 158 (1953) 


Filtration, 52, 9 (2004) 


Fine adjustment, by Beck, 11, 100 (1957) 
calibration, 10, 24 (1954) 


designs, 10, 62 (1954) 
measuring, 9, 315 (1954) 


Fine adjustments, 8, 79 (1950); 10, 24, 62 (1954); 10, 
191, 223, 239 (1955); 10, 272, 304, 306, 333 (1956) 


Fine grain developer, 1, 9 (1937) 
Finlay colour process, 1, 9 (1937) 
Firn snow, 8, 126 (1951) 


Firth, W.A., 5, 102, 130 (1943); 5, 234 (1944); 10, 107 
(1954); 11, 127 (1957) 


Fish, embryos, preparations, 7, 136 (1949) 
protozoan parasites of, 9, 126, 149, 185, 227 (1953) 
sarcoma,spontaneous, 11, 133 (1957) 
scales, study and interpretation, 9, 32 (1952) 


Fixation of Cotton (Gossypium Hirsutum L.) Hair Cells 
(Fibers) L.Y.Yatsu and I.J.Jacks, 27, 113(1979) 


Fixative,botanical material, FAA, 12, 290 (1960); 12, 
309 (1961); 13, 1 (1961) 
chrome-osmium, 13, 29 (1961) 
Debes, 14, 148 (1964) 
shrinkage of tissues, 7, 24 (1948) 
solutions, 1, 30, 137 (1937) 
Fixing by freezing, 9, 319 (1954) 
Fixing diatoms, 8, 249 (1951) 
Fixing insects in position, 5, 211 (1944) 
Flagella of bacteria, staining, 9, 71 (1954) 
Flagella(?) in bacteria, 8, 320, 321 (1952) 


Flagella, “resolution” of, 8, 187, 213, 235, 269 (1951); 8, 
317 (1952) 


Flagella, (Tubercle bacillus), 12, 212 (1960) 
Flagella, 53, 147 (2005) 

Flagella, Bacterial, 7, 24 (1948) 

Flare spots, 8, 81 (1950) 


Flare, 11, 276 (1958) 





Flash device for photomicrography, 22, 361 (1974) 
Flash photomicrography, 12, 113 (1959) 

Flatters and Garnett Ltd., 15, 30 (1965) 

Fleas, 9, 217 (1953) 

Flies of the British Isles, book review, 8, 244 (1951) 
Flies, book review, 8, 155 (1951) 

Float glass, 35, 151 (1987) 

Flosculariaringen, 9, 276 (1953) 

Flow chart, 53, 99 (2005) 


Flufenamic acid, crystallographic properties of, 25, 31 
(1977) 


Fluid mounting, see mounting 
Fluorescence, 35, 151 (1987); 54, 91 (2006) 
Fluorescence dichroism, 15, 71 (1966) 
Fluorescence microscope, 9, 292 (1954); 10, 1, 29, 57 
(1954); 10, 122, 153 (1955); 1965); 15, 15, 7 (1965); 15, 
367 (4)*, 522 (1967) 
application of reliability methods and probability 
analysis, 17, 277 (1969) 
flash photomicrography, 17, 15 (1969) 


Fluorescence microscopy, 31, 175, 213 (1983); 33, 37, 
115, 241 (1985); 35, 135, 145 (1987) 


Fluorescent antibodies, 15, 522 (159)* (1967) 
illuminator, Watson, 14, 71 (1963) 
microspectrophotometric analysis (Abstract), 19, 
439 (1971) 

Fluorescent dyes, 33, 115 (1985) 

Fluorescent staining, 54, 91 (2006) 


Fluoreszenzmikroskopie, book review, 13, 78 (1964) 


Fluorocarbons, 8, 17 (1950) 
refractive index, 8, 316 (1952) 


Fluorochromes, 15, 522, (159)* (1967) 


Flying spot microscope, 15, 116, 121, 148 (1966); 15, 
431 
(68)* (1967) 


Foam polymers, 35, 33 (1987) 


Focal length formulae, 1, 157 (1938) 
measuring, 10, 174 (1955); 10, 291 (1956) 
of microscope, 6, 267 (1947) 


Focal plane array, 52, 157 (2004) 
Focal plane, determination, 9, 49 (1952) 


Focus optimization criteria for computer image 
processing, 24, 163 (1976) 


Focus. automatic with Quantimet 720 (Abstract), 19, 
432 (1971) 


Focusing, adjustments, 7, 320 (1950) 
controls, simultaneous, 11, 127 (1957) 
for projection, 8, 101 (1950) 
objectives, 33, 42 (1985) 
safe, 11, 128 (1957) 
screens, a query, 11, 318 (1958) 
screens,grainless, 12, 2, 83 (1958) 
stage for low powers, 9, 155 (1953) 
the microscope, 8, 229 (1951) 


Food product morphology, histochemical methods 
(Abstract), 23, 265 (1975) 


Food, emulsions, 32, 133 (1984) 


microscopy,processing, 32, 133 (1984)32, 123 
(1984) 


Foraminifera, 1, 67 (1937); 12, 53 (1958); 13, 225 
(1962) amateur investigations of, with the 
stereomicroscope, 14, 117 (1963); 14, 123 (1964) 
book review, 7, 241 (1949) 

cleaning, (a warning), 11, 154 (1957) 

identity of mounter wanted, 5, 273 (1945) 


Forceps, 6, 44 (1946) stage, 9, 42 (1952) 


Forensic microscopy, 15, 511 (148)* 528, (165)* (1967); 
30, 93, 105, 151, 163, 210, 215-217, 229, 281 (1982); 31, 1, 
15, 115, 117, 119,123, 126, 129, 145, 213, 234 (1983); 32, 
29 (1984); 33, 1, 138, 241 (1985); 34, 29, 207, 341 (1986); 
35, 83, 249, 261 (1987) 
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Forensic science, 17, 111 (1969); 52, 165, 167, 169 (2004); 
53, 15, 33, 75 (2005) 


Forensic, 53, 69 (2005) 
Forest Products Lab, 31, 5 (1983) 
Forgan, William, 10, 273 (1956); 11, 67 (1956) 


Forgery Detection: A Practical Guide, book review, 14, 
300 (1965) 


Formalin in fluid mounts, 9, 300 (1954) 
Fossil Fossils, wood, pyritic, 32, 23 (1984); 14, 403 (1965) 


Fossil diatoms, treatment, 1, 45 (1937) 
plant sections (trade notice), 11, 170 (1957) 


Foster, F.G., 14, 369 (1965) 


Fourier transform optics for microgauging (Abstract), 
19, 422 (1971) 


Foyle’s Technical Book Catalogue, book review, 5, 96 
(1942) 

Fractography, 30, 139 (1982); 32, 219 (1984) 

Fracture propagation,30, 141 (1982) 


Fraunhofer diffraction for the resolution of unknown 
biological structures (Abstract), 21, 251 (1973) 


Freeze-dried tissues for microscopical investigations, 
19, 271 (1971) 


Freeze-fixing, 9, 319 (1954) 
Frei, Max, 30, 163 (1982) 
French microscopes, 10, 161 (1955) 


French Microscopical Society, 7, 102 (1948); 7, 271 
(1949) 


Freshwater Bacilliariales (Diatoms) of Ulverston and 
District, book review, 8, 303 (1952) 


Freshwater Biology, book review, 12, 215 (1960) 


Freshwater Microscopy, book review, 10, 69 (1954) 


Frog-hopper, The, 1, 77, 104 (1937) 


From my notebook, 6, 20, 48, 68, 87(1946); 6, 119, 143, 
200, 227, 266(1947); 6, 294, 314 (1948); 7, 11,47, 102 
(1948); 7, 115, 144, 180,244, 270 (1949); 7, 308, 327 
(1950);8, 17, 41, 67, 90 (1950); 8, 150,184, 210, 239, 269 
(1951); 8, 290(1952); 9, 18, 46, 77, 105 (1952);9, 131, 158, 
188, 217, 242, 274(1953); 9, 319, 297 (1954); 10,19, 52, 
80, 105 (1954); 10, 135, 158,189, 218, 238 (1955); 10, 271, 
291,330 (1956); 11, 3, 66 (1956); 11,94, 125, 153, 176, 
212, 233 (1957);11, 267, 294, 314 (1958); 12, 51, 77(1958); 
12, 103 (1959); 12, 162,212 (1960); 12, 313 (1961); 14,393 
(1965); 15,10 (1965); 15, 201(1966) 


FTIR, 54, 3 (2006) 

FTIR Imaging, 52, 158, 159, 181 (2004) 

FTIR, microscopically, 30, 205 (1982); 35, 242 (1987) 
Fuchsins, basic, 5, 5 (1942) 


Fundamental limitations of the replica method, 21, 183 
(1973) 


Fungi, 1, 137 (1937) 
Penicillium notatum, 5, 205 (1944) 
Pythium de Baryanum, 5, 257 (1945) 
on lenses, 6, 266 (1947); 7, 308 (1950) 
Fur hairs, 34, 341 (1986) 
Fusion methods (see also hot stage methods), 33, 73 
(1985); 35, 273, 291 (1987) 
application of, 14, 264 (1964) 
Kofler hot stage, 17, 137 (1969) 
photometric recording of data, 17, 71 (1969) 
Fusion Methods, 52, 164 (2004) 
Fusion techniques, 16, 37, 257 (1968) 
Gage, S.H., 47, 20 (1999) 
Gage, Simon H., 6, 21 (1946) 
Gage, Simon, 39, 216 (1991) 
Galena, 48, 93 (2000) 


Galippe, 49, 91-92 (2001) 





Gall Midges of Economic Importance, book reviews Glass microscopy, 51, 5, 149 (2003) 
Vols. | and11, 6, 111 (1946); vol. 111, 7,111(1948); Vol. 


IV, 7, 194 (1949)vol. VI, 7, 277 (1949) Glass Polishing, book review, 13, 140 (1961) 
Galls, oak spangle and button, 1, 65 (1937) Glass spheres, 47, 1 (1999) 


Gamma-hydroxy-butyrate, 48, 156 (2000) Glass, 33, 241 (1985); 35, 151 (1987) 
action on algae, 9, 134 (1953) 

Gangue minerals, 48, 95 (2000) cap techniques, 13, 375 (1963) 
cutting by light, 9, 162 (1953) 

Gas release in carbonated beverages, 46, 161 (1998) identification, 33, 241 (1985) 


optics, 33, 179 (1985) 
Gaseous inclusions in glass, 44, 24, 26, 29 (1996) particles, 33, 159, 169 (1985) 


spheres, 30, 1 (1982) 
Gelatin, 48, 80-82 (2000) surface topography, 32, 1 (1984) 


troughs and cells, making, 5, 174, 193 (1944) 
Gems, 38, 69 (1990) writing on, 8, 17 (1950) 


Geographical sourcing of drugs using pollen, 40,149 Glass, 37, 349 (1989) 

(1992) blistering potential, 43, 132 (1995) 
defects, 42, 137 (1994) 44, 23 (1996) 

Geology, 38, 153 (1990) fibers, 42, 145 (1994) 
microscopy, 39, 229 (1991) 

Geomyces, 49, 223 (2001) pharmaceutical packaging, 43, 147 (1995) 
preparation of thin sections, 44, 46 (1996) 


Georgia Microscopical Society, 46, 160 (1998) stones, identification, 36, 225 (1988) 
Gerakaris, James, 46, 29 (1998) Glasses, optical, 1, 70 (1937); 10, 326 (1956) 
Gewacinblau, 8, 271 (1951) Glassware, cleaning, 6, 45 (1946); 6, 145 (1947) 
GHB, 52, 170 (2004) Glassware, to clean, 1, 15, 56 (1937) 


Giant Amoeba, 12, 60 (1958) Glass-working, simple equipment, 11, 189, 217 (1957) 


Giardia, 53, 147 (2005) Glass-writing pencil, 6, 224 (1947) 
Gibson, W., 9, 46 (1952) Glaucophane, 35, 1 (1987) 
Giemsats Azur, 5, 4 (1942) Glazing prints, 1, 160 (1938) 
Giorgione, 42, 111 (1994) GlidCop®, 43, 135 (1995) 

Glare, 1, 1, 277 (1958); 7, 233 (1949); 7, 324 (1950) Globulism, 43, 47 (1995) 


vertical illumination, 7, 235 (1949); 7, 310, 326 


(1950) Glove box construction, 37, 271 (1989) 


Glass block, 50, 164 (2002) Glove-box, 31, 235 (1983) 


Glass Delamination, 52, 41-48 (2004) Glucuronic acid, 37, 233 (1989) 


Glass fibers, 50, 31-33 (2002) Glue gun, 39, 175 (1991) 
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Glycerine mounts, old, 9, 200 (1953) 


Glycerol and glycerol mixtures, 273 (1956) 


Glycerol, action on calcium carbonate, 6, 314 (1948) 


Glycolates, 43, 21 (1995) 

GMO’s, 47, 117 (1999) 

Goethite, 45, 157 (1997) 

Gold versus pyrite, 38, 421 (1990) 

Goltepe, 49, 209-216 (2001) 

Gordon Grant, 53, 173 (2005) 

Gossypimine, 5, 2, 3 (1942) 

Grain orientation, 53, 21 (2005) 

Grain size classifier, 20, 1, 21 (1972) 

Grain size in steel, 16, 50 (1968) 

Grain growth, 44, 153 (1996) 
orientation, rolled Al-Li sheet, 44, 155 (1996) 
transport measurements, 44, 152 (1996) 

Grainless photography, 7, 51 (1948) 

Granite, section of, 13, 150 (1962) 

Granulocytes, 16, 277 (1968) 

Granulomas, foreign body (Abstract), 20, 287 (1972) 


Graphite fiber reinforced epoxy laminates (Abstract), 
24, 309 (1976) 


Graphite fiber reinforced laminates, 25, 161 (1977) 
Graphite, 48, 158 (2000) 

Graticule, circular diameter, 45, 74 (1997) 
Graticule, (lamp), 12, 279 (1960) 


Graticules, 7, 115 (1949); 8, 19 (1950) 
MaxXta process, 12, 27 (1960) 


Gratings, 32, 93 (1984) 

Gravimetric analysis (asbestos), 39, 255 (1991) 
Gravity perception in plants (Abstract), 20, 295 (1972) 
Grayson, H.J., 11, 123 (1957) 

Grayson, H.J., 9, 136 (1953) 

Grayson’s rulings, 29, 77 (1981) 

Green River Murder cases, 52, 172 (2004) 

Green, Arthur, 46, 41 (1998) 


Greenough binocular microscope, 13, 85 (1961); 13, 299 
(1963) 


Grenz Radiography, 7, 295 (1950) 

Grew, Bill, 46, 26 (1998) 

Grey, E.C., 47, 22 (1999) 

Grid supports in electron microscopy, 15, 209 (1966) 
Grids for TEM calibration, 44, 175 (1996) 
Grinding, 49, 130, 136 (2001) 

Gripping strips, 50, 164 (2002) 

Grog, 44, 43 (1996) 

Groom, J.B., 11, 213 (1957) 

Gross, Hans, 36, 303, 304 (1988) 

Group Resistance of Planaria, 8, 185 (1951) 
Grout dust, 50, 1-2 (2002) 

Growth, 54, 81 (2006) 

GSR, 51, 100, 171, 173 (2003) 

Gum Arabic, 49, 159 (2001) 

Gum chloral, 5, 122 (1942) 


Gum thus, 5, 106 (1942) 





Gum-potassium acetate medium, 8, 270 (1950) 
Gunpowder, 48, 51 (2000) 


Gunshot residue, 37, 265 (1989); 39, 244 (1991); 42, 142 
(1994); 43, 144 (1995); 44, 11 (1996); 47, 120 (1999) 


Gurr’s Commentary, book review, 8, 107 (1950) 
Gypsum, 42, 134 (1994); 50, 1-2, 29 (2002); 53, 89 (2005) 
Gyrosigma, 33, 313 (1985) 

H. D. apparatus reviewed, 11, 174 (1957) 
Haematology, effects of mountants, 5, 139 (1943) 
Haemoglobin in crustacea, 12, 54 (1958) 

Hailes, mounter of forminifera, 11, 317 (1957) 


Hair, 35, 83, 249, 261 (1987); 38, 241, 415 (1990); 42, 143, 
146 (1994); 45, 53, 90 (1997); 49, 29 (2001); 51, 172 (2003) 
animal, 8, 267 (1952); 31, 129, 145 (1983); 39, 250 
(1991) 
animal, differences in pigment ultrastructure, 40, 
259 (1992) characterisation by light microscopy 
(Abstract), 24, 304 (1976); 25, 15 (1977) 
comparison, 47, 121 (1999) 
comparison, forensic (Abstract), 46, 233 (1998) 
forensic atlas of human, ii (first quarter), 46, 17 
(1998) frequency of microscopical characteristics, 
46, 18 (1998) tape mounting method, 46, 169 (1998) 
diameter, 50, 21, 24 (2002) 
examination, 30, 151, 218, 219 (1982); 50, 21-24, 
137-138 (2002) 
forensic, 48, 45-49 (2000) 
forensic, examiner, 49, 223 (2001) 
forensic study, 41, 81 (1993) 
historical forensic dog hair comparison, 40, 114 
(1992) 
human, 31, 15, 119, 123, 125, 129 (1983); 32, 29, 65 
(1984); 33, 230 (1985); 39, 244, 251 (1991) 
human, a simple scheme for individualisation, 17, 
221 (1969) 
individualization, 47, 129 (1999) 
lilac bud, 6, 130 (1947) 
medulla, 50, 21-24, 137-139 (2002) 
medullae-associated structures, 47, 118 (1999) 
medullary pigmentation in hairs by SEM, 40, 259 
(1992) microscopy, 34, 341 (1986); 48, 45-49 (2000); 
50, 21, 137-138 (2002) 


cxvi 


plant, 1, 76 (1937); 6, 40, 74 (1946); 6, 130 (1947) 
root abnormality in methadone patients, 40, 103 
(1992) 


scale casts, 37, 268 (1989) 

scale patterns, 35, 83 (1987) 

trace elements in, 47, 129 (1999) 
Hairspray, 48, 170 (2000) 
Haleite, 41, 164, 175, 180 (1993) 
Halftone, 48, 66-72 (2000) 
Halifax Microscopical Circle, 8, 187 (1951); 8, 323 (1952) 
Hall, Chester Moor, 8, 135, 152, 158 (1951); 8, 301 (1952) 
Hallen method of measuring axial depth, 11, 153 (1957) 
Halloysite, 34, 373 (1986) 
Halogens, microchemical tests, 44, 107, 116 (1996) 
Halotrichite, 37, 274 (1989); 38, 41 (1990) 


Halteria, 8, 14 (1950) 


Handbook of Chemical Microscopy, book review, 12, 
248 (1960) 


Hand-colored microscopical illustrations, 45, 111, 177 
(1997) 


Hand-held microscope, 41, 77 (1993) 


Handling of Chromosomes, book review, 5, 72 (1942); 
12, 216 (1960) 


Hanging drop preps, 44, 207 (1996) 

Hansa yellow pigments, 39, 240 (1991); 44, 195 (1996) 
Hardman,.W., 11, 178 (1957) 

Hardness measurement, 20, 341 (1972) 


Hardness ore minerals, 38, 421 (1990) 


Harmonic analysis for diatom description, 40, 265 
(1992) 


Hardness, 49, 131 (2001) 


MICROSCOPE(2006)54 





Hardwicke, Robert, 11, 5 (1956) 
Hartmann dispersion net, 40, 97 (1992) 
Hartnack, Edmund, 48, 118 (2000) 
Hartshorne lab bench, 42, 85 (1994) 
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Lime and plaster technologies, 45, 110 (1997) 
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Linear analysis using an automatic scanning 
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Linen fibers, 41, 85 (1993) 
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Lintin, P., 11, 236 (1957) 
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structures and microscopic textures, 24, 117 (1976) 
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Liquid sodium refractive index of, 14, 362 (1965) 
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Literature of classical microchemistry, 47, 13 (1999) 
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Liverpool Microscopical Society, 6, 168 (1947) 
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Low magnification, 45, 1, 116 (1997) 
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Low power photomicrography, 1, 113 (1937) 
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Low temperature asher, 46, 26 (1998) 
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Lymnaea peregra, effect of environment, 6, 259 (1947) 


Lyotropic mesophases, 32, 58 (1984) 
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microscope, 7, 11 (1948); 7, 308 (1950); 34, 383 (1986) 
microscopy, 18, 60 (1970) 
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1-Mononitronaphthalene (1-MNN), 47, 183 (1999) 
B-Methyladipic acid, 48, 13 (2000) 
Mach effect, 15, 216, 281(1966) 
Mach-Zehnder interferometer, 32, 69 (1984) 
Macro photography attachment, 9, 324 (1954) 
Macrofaunal remains, 37, 347 (1989) 
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Macroscopic dispersion staining, 14, 498 (1965) 
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with the SEM, 44, 154 (1996) 
Mad cow disease, 44, 168 (1996) 
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Magnamite® fibers, 34, 347 (1986) 
Magnesite, 48, 93 (2000) 
Magnesium, 44, 13 (1996) 
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oxide prills, 47, 113 (1999) 
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Magnetic alignment, 30, 5 (1982) 
Magnetic field alignment of fibers, 20, 265 (1972) 
Magnetic particles, 49, 209-216 (2001) 
Magnetic pigments, 29, 141 (1981) 
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Magnetic tapes, TEM, 30, 200 (1982) 


Magnetite, 30, 17 (1982); 48, 157 (2000); 49, 209-216 
(2001) 


Magnification, 11, 197 (1957) 
and focal length of microscope, 6, 267 (1958) 
calibration, TEM, 44, 175 (1996) 
empty, 9, 25, 51 (1952) 
formula, 5, 319 (1942) 
Low, 48, 189-195 (2000) 
photographic, 1, 114 (1937) 
useful, 5, 26 (1942) 
Magnifier, binocular, 12, 223 (1960) 
Magnifying power, initial, 8, 70 (1950) 
Magny, instruments by, 8, 199 (1951) 
Malachite, 44, 155 (1996) 
Malaria, 33, 43 (1985) 
Malbranchea, 49, 223 (2001) 
Maleic acid, 48, 10 (2000) 
Malic acid, 48, 11 (2000) 
Malinol mountant, 12, 314 (1961) 
Mallock, H.R., 10, 238 (1955) 
refractometer by, 9, 20 (1952) 
test rulings by, 10, 238 (1955); 10, 292 (1956) 
Malonic acid, 48, 11 (2000) 
Maltwood finder, 5, 268, 286 (1945) 
Manchester Micro, Soc., 6, 168 (1947); 9, 27, 55 (1952) 
Mandelic acid, 48, 11 (2000) 
Manet paintings, 35, 173 (1987) 
Manganese, blue, 51, 161 (2003) 
glycolaes, 43, 21 (1995) 
sulphides in free-cut-ting steel (Abstract), 19, 430 
(1971); 19, 403 (1971) 


Manila hemp for paper making, 18, 123 (1970) 


Manipulation, 53, 9 (2005) 
apparatus, 13, 243 (1962) 
of the microscope, 7, 282, 318 (1950) 


Manipulations of the aperture diaphram plane, 40, 182 
(1992) 


Manmade fiber characteristics, 36, 245 (1988) 
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Manual of Microbiological Methods, book review, 11, 
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Manufacturers of microscopes, 44, 54 (1996) 
Manuscript analysis, 43, 209 (1995) 
Map, Vinland, 48, 158 (2000) 


Mapping, 54, 3 (2006) 
elemental, 48, 113-116 (2000) 


Marble, classification 44, 163 (1996) 

Marijuana, pollen found in, 40, 149 (1992) 

Marine, diatoms, 1, 23 (1937) 
invertebrates, narcotizing, 5, 74 (1942); 5, 138 
(1943) 
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Marking the object, 8, 41 (1950) 

Marshall Luminoscope, 47, 210 (1999) 

Martin, J.H., 5, 39 (1942) 

Marton, L., 30, 11 (1982) 


Mason, C.W., 47, 20 (1999) 


Mason, R.G., 10, 273 (1956) 


Mass spectrometry, fourier-transform, 44, 159 (1996) 


Mastogloia, 33, 310 (1985) 
Matches, 51, 170 (2003) 


Material residues, 45, 89 (1997) 
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Materials, 50, 147 (2002) 
research, sonic microscopy (Abstract), 24, 313 
(1976) 
Materials science, and technology, image analysis, 24, 
25 (1976) 
automatic image analysis, 22, 39 (1974) 
image analysis (Abstract), 21, 255 (1973) 
Mathematical models, 16, 95 (1968) 
Max Frei, 30, 163 (1982) 
Max Grumbacher Co., 53, 173 (2005) 
Maxine miranda in minimis, 7, 51, 74 (1948) 
Mayrhofer, A., 47, 23 (1999) 
McArthur microscope, 42, 15 (1994) 


McCartney microscope lamp, 8, 295 (1952) 


McClung’s Handbook of Microscopical Technique, book 
review, 8, 239 (1951) 


McCrone Associates, history, 51, 146 (2003) 
microscopy courses, 12, 251 (1960); 13, 56 (1961); 
13, 287, 327 (1963); 14, 504 (1965) 

McCrone lab bench, 42, 88 (1994) 


McCrone Research Institute Microscopist’s Corner, 25, 
289 (1977) 


McCrone Research Institute, 52, 51, 154, 164 (2004) 


McCrone, W.C., 47, 23, 24 (1999); 51, 31-44 (2003); 52, 
49 (2004) 


MCE filters for TEM of asbestos in water, 40, 159 (1992) 


MCR, 54, 3 (2006) 

McLachlan, Dan, 41, 21 (1993) 
McLaughlin, Robert B., 46, 23 (1998) 
Meakin, S.H., 12, 313(1961) 


MEAN, 45, 85 (1997) 


Measurement, 32, 11, 58, 63, 69 (1984) 
by diffraction grating, 13, 238 (1962) 
of axial depth, Hallen method, 11, 153 (1957) 
of hardness impressions, 26, 93 (1978) 
of refractive index, 11, 3 (1956) 
of small distances, 11, 128, 129 (1957) 


Measuring the Invisible World, book review, 12, 306 
(1960) 


Mechanical finger, 5, 132 (1943); 10, 80, 104 (1954); 10, 
137 (1955); 11, 230 (1957); 13, 87 (1961); 37, 411 (1989) 


Mechanical stage, 33, 186 (1985) 


Mechanism of Glass Polishing, book review, 13, 140 
(1961) 


Meconic acid, 48, 12 (2000) 
Medal, Kohler, 48, 127 (2000) 


Medical and biological sciences, automatic image 
analysis, 22, 59 (1974) 


Medical diagnosis, 17, 63 (1969) 


Medical Microscopy (An Early course), Nuttall, R., 28, 
1 (1980) 


Medical, 52, 107 (2004) 
Medicine, quantitative image analysis, 19, 41 (1971) 


Medulla observation in hair tape mounts, 46, 169 
(1998) 


Medulla, 50, 137-138 (2002) 
Medullary pigmentation in hair by SEM, 40, 259 (1992) 


MegaPlus camera (Kodak), 46, 75 (1998); 48, 90-91 
(2000) 


Megastigmus Flies Attacking Conifer Seeds, book 
review, 11, 157 (1957) 


Melamine fiber, 48, 107-111 (2000) 
Melicerta (Floscularia) ringens, 9, 276 (1953) 


Melissopalynology, 53, 115 (2005) 
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Melting point, 52, 119 (2004) 

determination, 49, 16 (2001) 

PLA fiber, 50, 39-41 (2002) 

standards (Abstract), 46, 225 (1998) 
Melting points, 39, 53 (1991) 
Meltmount media, 36, 248 (1988) 
Meltmounts, 34, 341 (1986); 35, 83, 261 (1987) 
Membrane filter particle assay, 43, 147 (1995) 
Membrane filters, 15, 136 (1966) 
Memory, 54, 81 (2006) 
Men who invented the aquarium, 9, 225 (1953) 
Mendesia farinella (Thunberg), 7, 299 (1950) 


Merck, 47, 25 (1999) 


Mercuric iodide crystals, film shown to British 
Association, 11, 59 (1956) 


Mercury lamps, 50, 104-108 (2002) 


Mercury, fulminate primers, 44, 11 (1996) 
salts, 44, 7 (1996) 


Mercury, angle of contact on glass, 11, 96 (1957) 
drop, shape of, 9, 160 (1953) 
lamps, 35, 151 (1987) 
microchemical test for, 48, 41, 43 (2000) 
Mesaconic acid, 48, 12 (2000) 
Metal Ions, 52, 164 (2004) 
Metal whiskers, 52, 59 (2004) 
Metal artifacts, 37, 350 (1989) 
corrosion analysis, 45, 114 (1997) 
squarates, 44, 7 (1996) 


Metaldehyde, 52, 172 (2004) 


Metallic materials, quantitative image analysis, 19, 31 
(971) 


Metallic blades, 45, 137 (1997) 


inclusions in glass, 44, 24, 28 (1996) 
Metallograph, Bausch & Lomb, 44, 151 (1996) 


Metallographic inert atmosphere facility, 31, 235 
(1983) 


Metallographic specimens, 44, 59 (1996) 


Metallography (see also Steel), 15, 127, 249 (1966); 15, 
301, 314, 331, 351, 472, 492 (1967); 29,147 (1981); 31, 
235 (1983); 32, 219 (1984); 35, 19 (1987); 36, 11 (1988); 
43, 135 (1995); 53, 21 (2005) 
application of Quantimet, 16, 163, 137 (1968) 
electron microscope, 15, 249, 314, 331 (1967) 
electron probe microanalysis, 16, 311 (1968) 
high alloy steel, 16, 50 (1968) 
laboratory safety, 14, 180 (1964) 
molybdenum, 16, 329 (1968) 
nonmetallic inclusion, 17, 145 (1969) 
nonmetallic inclusions in steel, 16, 189 (1968) 
oxide inclusions, 16, 151 (1968) 
Vickers automatic inclusion classifier, 16, 273, 276 
(1968) 


Metallurgical applications of EMMA (Abstract), 21, 263 
(1973) 


Metallurgical specimens, mounting 1, 41 (1937) 
Metallurgist, 53, 109 (2005) 


Metals, 49, 209-210 (2001) 
De Rebus metallis, 5, 307 (1945) 
etching, 5, 228 (1944) 
examination, 5, 225 (1944) 
microchemical test, 44, 108 (1996) 
preparation, 5, 227 (1944) 
preserving, 5, 228 (1944) 
-shaded fibers, 17, 168 (1969) 


Metamorphosis of insects, 8, 186 (1951) 


Metastability measures in crystallization (Abstract), 
46, 226 (1998) 


Meteorite, 51, 157 (2003) 
Methadone, 38, 241 (1990) 


clinic patients hair root abnormality, 40, 103 
(1992) 





Methods of Analytical Histology and Histochemistry, 
book review, 12, 164 (1960) 


Methyl alcohol for blood staining, 5, 6, 217 (1942) 


Methyl! benzoate, 6, 108 (1946) 
for immersion, 7, 92 (1948) 


Methyl salicylate for immersion, 7, 93 (1948) 
alpha-Methy! styrene, 6, 20, 51 (1946) 


Methy!1 violet, 5, 5 (1942) 

Methylene blue, 5, 4 (1942); 49, 41 (2001) 
Methylsuccinic acid, 48, 16 (2000) 
Mettler FP2 hot stage, 18, 105 (1970) 
Meyers Pipette, 43, 65 (1995) 

Meyers, Frank J., 43, 65 (1995) 

Mica films, 8, 20 (1950) 

Mica, 42, 173 (1994); 44, 3 (1996) 


Michel-Levy chart, 37, 89 (1989); 41, 67 (1993) 
colors, effect of color on, 40, 228 (1992) 


Michel-Levy, 47, 18 (1999) 
Michelson, A.A., 6, 278 (1947); 6, 308 (1948) 
Micrarium (Buxton), 32, 57 (1984) 
Micro -1958 (notice), 11, 250 (1958) 
-1958 (exhibition), 12, 24 (1958) 
cover glass, 50, 161-163, 166-167 (2002) 


Human, book review, 13, 250 (1962) 
of embryo, a scanning electron microscope 


technique, 19, 281 (1971) 
- Projection in Science Teaching, book review, 8, 
155 (1951) 
Microanalysis, 42, 129 (1994) 
Microanalytical Techniques, 52, 159 (2004) 
Micro-aquarium, 48, 88 (2000) 


Microarchaeology, 47, 117 (1999) 
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Micro-art, 50, 9, 11 (2002) 
Microbeam, 52, 158 (2004) 
Microbial intelligence (Abstract), 46, 228 (1998) 


Microbiological applications of direct immunoelectron 
microscopy (Abstract), 24, 305 (1976) 


Microbiology, 49, 90, 94 (2001); 51, 154, 163, 209-220 
(2003) 
book review, 11, 296 (1958) 


Microchemical, analysis, 43, 12 (1995) 
bench, 44, 105 (1996) 
identification of organic acids, 48, 1-18 (2000) 
methods, 39, 234 (1991) 
qualitative analysis, 44, 7 (1996) 
reagents, 29, 87 (1981); 44, 105 (1996) 
reagent sets, 40, 207 (1992) 
test papers, 44, 154 (1996) 
tests, 19, 235 (1971); 29, 19, 87 (1981); 31, 200 (1983); 
34, 107 (1986); 37, 139, 173, 265, 266 (1989); 38, 169 
(1990); 44, 105, 203 (1996); 45, 85, 155 (1997); 48, 1- 
18, 41-44, 155-156 (2000); 54, 31 (2006) 
tests for cadmium, 48, 41-44 (2000) 
tests for calcium, 48, 41-43, 169 (2000) 
tests for cobalt, 48, 41, 42 (2000) 
tests for complex substances (Abstract), 24, 304 
(1976) 
tests for copper, 48, 41, 44 (2000) 
tests for drugs, 48, 155-156 (2000) 
tests for iron, 48, 41, 42, 44 (2000) 
tests for mercury, 29, 19 (1981); 48, 41, 43 (2000) 
tests for metal ions, 48, 41-44, 98 (2000) 
tests for nickel, 48, 41, 43 (2000) 
tests for organic acids, 48, 1-18 (2000) 
tests for zinc, 48, 41-44 (2000) 


Microchemistry, 15, 485 (122)* (1967); 32, 141 (1984); 
47, 3, 17-25, 107, 147 (1999); 48, 1-18 (2000); 51, 81-103, 
154, 156 (2003); 52, 107, 165-167, 181 (2004); 53, 3, 5, 37, 
39, 69, 73 (2005) 

(Abstract), 46, 225 (1998) 


Microchirurgy, 15, 12 (1965) 


Microcirculation in the neutron-irradiated mouse 
(Abstract), 21, 259 (1973) 


Microcirculatory changes in the irradiated mouse 
pinna (Abstract), 20, 296 (1972) 
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Microcompressor, 37, 241 (1989); 39, 35 (1991); 44, 137 
(1996) 
Taylor 41, 19 (1993) 


Microcrystal tests, 36, 373 (1988); 38, 169, 247, 265 
(1990); 39, 230, 241, 244 (1991); 44, 203 (1996); 47, 147 
(1999); 53, 3, 5, 37, 39, 73, 99 (2005); 54, 31 (2006) 

and Frye rule, 40, 193 (1992) 

lead, 41, 53 (1993) 

silver squarate, 41, 83 (1993) 

uranium, 41, 63 (1993) 


Microcrystalline aggregates, role in effervescence, 40, 
127 (1992) 


Microdensitometer, 30, 43(1982) 

Microdensitometry, 13, 378 (1963) 
and microspectrophotometry, instrumentation 
for, 14, 25 (1963) 
scanning, 20, 303 (1972) 

Microdissection, chambered slide for, 12, 57 (1958) 


Microdynamometer, 31, 75 (1983) 


Microelectronic failures caused by chlorine 


compounds, 21, 107 (1973) 

Microelectronic failures (Abstract), 20, 290 (1972) 
Micro-fishing, apparatus for, 12, 7, 29 (1958) 
Microfluidics (Abstract), 46, 236 (1998) 
Microfossils, 37, 58 (1989) 

Microfractures in dried blood, 40, 112 (1992) 
Micro-FTIR, 50, 4, 29 (2002) 

Micro-fungi, preparations of, 1, 137 (1937) 
Microgauging (Abstract), 19, 422 (1971) 
Microgel soot, 46, 201 (1998) 

Microgram or photomicrograph, 5, 192 (1944) 
Micrographia (1665) on CD-ROM, 46, 239 (1998) 


Micrographia, book review, 13, 251 (1962) 


Micrographic reagent coloring molybdenum grains 
according to their crystal orientation (Abstract), 21, 
260 (1973) 


Micrographic study of the nucleation process in the 
copper fluorine reaction (Abstract), 19, 307, 423 (1971) 


Microhardness measurement in mineral identification 
(Abstract), 23, 262 (1975) 


Micro-hardness, 38, 421 (1990) 


Microinterferometer (Abstract), 19, 425 (1971); 20, 153 
(1972) 


Micromanipulation, simplified, 9, 305 (1954) 
Micromanipulator(s), 26, 35 (1978) 

De Fonbrune, 14, 216 (1964) 

device for holding specimen, 15, 146 (1966) 

homemade, 14, 101 (1963) 

various, 10, 49, 80, 104 (1954); 10, 137 (1955) 
Micrometer(s), errors in, 8, 19 (1950) 

slide and cover, 13, 118 (1961) 

stage, 11, 4 (1956) 
Micrometry, 32, 83(1984) 
Micrometry, 38, 9, 187 (1990) 
Micromixing, solid-liquid studies, 22, 267 (1974) 
Micromonospora, 36, 229 (1988) spores, 38, 437 (1990) 
Micromorphology, 13, 342 (1963); 20, 243 (1972) 
Micromosaics, 49, 217 (2001) 


Micron, 1, 56, 84 (1937); 1, 153 (1938); 3, 129, 155, 208, 
262, 269 (1939) 


Microorganisms, 39, 35 (1991) 


Micro-organisms, and crystal production, 29, 71 (1981) 
book review, 14, 199 (1964) 
in the control of pollution (Abstract), 21, 261 (1973) 
Structure and Ultrastructure, book review, 14, 59 
(1963) 


Microphotometer, automatic scanning (Abstract), 19, 
422 (1971); 20, 91 (1972) 
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Micropedology, book review, 5, 131 (1943) 
Microphotograph, by W.H., 9, 251 (1953) 
Microphotographers, 7, 250, 278 (1949) 


Microphotographs, 6, 47 (1946); 34, 380 (1986); 46, 41 
(1998) 


Microphotography, 7, 103 (1948); 10, 313 (1956); 35, 
119 (1987); 42, 132, 141 (1994) 
more about, 6, 85 (1946) 
review, 11, 184 (1957); 11, 315 (1958) 
scales, 6, 57 (1946) 
Microphotometry, 15, 85 (1966) 
Micropipets, 47, 63 (1999) 


Micropipettes, polyethylene, 50, 161-163, 164, 165 
(2002) 


Micro-Polariscope, objects for, 8, 265 (1951); 8, 293, 307 
(1952) 


Microprobe (Raman), 39, 25 (1991) 
Microprobe (see also electron and ion), 15, 389, 26 
(1967); 26, 55 (1978) 
ion, 29, 153 (1981) 
laser, 14, 481 (1965) 
Microprobe imaging, 48, 115 (2000) 
Microprobe, 51, 157 (2003) 
Microprobe/PLM, 42, 129 (1994) 


Microprobes, image analysis with Quantimet 7205 
(Abstract), 19, 428 (1971) 


Microradiography, 19, 347 (1971) 
Micro-Rheology, White, G.W., 28, 3(1980) 


Micro-rheometer (Abstract), 23, 265 (1975) 


Microsampling with a laser microscope, 19, 157 (1971) 


Microscope(s), 38, 357 (1990); 52, 21, 49, 81, 135, 155, 
160, 164, 165, 169 (2004) 
accessory storage, 41, 51 (1993) 
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all-reflecting, 37, 254 (1989) 

amateur constructed, 10, 260, 298 (1956); 11, 71 
(1956) 

and its revelations, 10, 292 (1956) 

and postage stamps, 9, 51, 109 (1952); 9, 309 (1954) 
as a symbol of science, 44, 150 (1996) 

blood counting, 10, 144 (1955) 

building a student pol microscope, 45, 105 (1997) 
built-in, classroom, 10, 257 (1956) 

children’s, 40, 269 (1992) 

choosing a second-hand, 1, 56 (1937) 

collection, 50, 25-27 (2002) 

conversion for PLM/PCM/Rheinberg and 
Darkfield, 37, 257 (1989) 

design, 39, 15, 127 (1991); 48, 117-119 (2000) 
design standardization, 25, 169 (1977) 

design tendencies, 5, 209 (1944) 

diagnostic, 7, 113 (1948) 

during last one hundred years, 10, 113, 149 (1955) 
electron, 33, 154 (1985) 

English, 39, 9 (1991) 

environmental scanning electron, 47, 5, 9 (1999) 
fluorescence, 48, 149 (2000) 

for space travel (Abstract), 46, 230 (1998) 

French, 10, 161 (1955) 

hole inspection (Abstract), 19, 434 (1971) 
illumination, 34, 45, 119 (1986); 39, 25 (1991) 
illuminator, 50, 97, 100, 101 (2002) 

images, pattern recognition (Abstract), 20, 302 
(1972) inverted, 11, 95 (1947) ; 37, 389 (1989) 
John Benjamin Dancer of Manchester (An Early), 
Nutall, R.H., 28, 93 (1980) 

Leitz, 39, 15 (1991) 

Leitz Ortholux - History, 43, 139 (1995) 

low cost, 48, 20 (2000) 

manufacturers, 44, 54 (1996) 

McArthur, 7, 11, 308 (1950) 

McArthur portable, 11, 315 (1958) 

milling tool for, 40, 33 (1992) 

Monolux, 48, 19 (2000) 

Multiscope, 48, 20 (2000) 

new FTIR (Abstract), 46, 230 (1998) 

on postage stamps, 24, 279 (1976); 25, 198 (1977); 
26, 97 (1978) 

on Postage Stamps, 24, 279, correction (letter to 
the Editor), 25, 198 (1977) 

optics a la Zeiss, 41, 64 (1993) 

phase contrast, 47, 93, 159 (1999) 
phosphorescence (Abstract), 46, 230 (1998) 
pocket, 11, 8 (1956) 

point counter, 10, 68 (1954) 

polarized light, 48, 157-159 (2000) 
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Powell & Lealand dissecting, 40, 251 (1992) 
raman, 49, 160 (2001) 

reflecting, 7, 180 (1949); 47, 123 (1999) 
scanning electron, 47, 5, 79, 93, 114 (1999) 
set up, permanent, 12, 265 (1960) 

sets, 47, 115 (1999) 

Sir Ronald Ross’, 7, 113 (1949) 

stand, choice of, 7, 284 (1950); 34, 395 (1986) 
stand design, 44, 152 (1996) 

stereo, 47, 111 (1999) 

stereobinocular, 33, 273 (1985) 

surface contact, 11, 162 (1957) 

testing, 39, 15 (1991) 

toy, evaluation, 40, 270 (1992) 

transmission electron, 47, 72, 93, 159 (1999) 
tubelength, 39, 202 (1991) 

universal student, 48, 19-39 (2000) 


Microscope and Its Use, book review, 7, 144 (1949) 


Microscope and Practical Principles of Observation, 
book review, 6, 323 (1948) 


Microscope Design and Construction, book review, 10, 
271 (1956) 


Microscope-Emploi et Applications, book review, 8, 
154 (1951) 


Microscope, Its Theory and Applications, book review, 
6, 324 (1948) 


Microscope review, Unitron ME-POL/BIO-POL, 33, 69 
(1985) 

American Optical Microstar, 33, 110, 317 (1985) 

James Swift MP3500, 34, 61 (1986) 

Leitz CM POL, 34, 131 (1986) 

Leitz “Minor-POL”, 34, 293 (1986) 

Olympus POS, 33, 1 

62 (1985) 

Olympus CHA-POL, 33, 237 (1985) 

Olympus CHA-POL, 34, 78 (1986) 

Swift FM-31 field, 34, 383 (1986) 

Zeiss Stereomicroscope base for mini-binoculars, 

35, 124 (1987) 


Microscopes, Hints on the Selection and Use of a 
Second-hand Instrument, book review, 5, 183 (1944) 


Microscopic, identification of pulverized fuel ash 
(Abstract), 21, 258 (1973) 
lament, 5, 270 (1948) 


objects, visibility (Abstract), 24, 321 (1976) 
Staining Techniques, book review, 8, 155, 108 (1950) 
textures of smectic liquid crystals, 24, 117 (1976) 
vs microscopical, 36, 133 (1988) 


Microscopical Characters of Artificial Inorganic Solid 
Substances, book review, 14, 367 (1965) 


Microscopical combustion studies of nitrocellulose 
thin films in pressurized capillary tubes (Abstract), 
21, 229, 260 (1973) 


Microscopical evidence in criminal cases, 17, 111 (1969) 


Microscopical identification of pulverised fuel fly ash, 
22, 159 (1974) 


Microscopical methods, time saving application 
(Abstract), 21, 258 (1973) 


Microscopical scanning and its application to cervical 
cytology (Abstract), 19, 436 (1971); 19, 327 (1971) 


Microscopical Societies and Clubs list, 9, 167 (1953) 


Microscopical study of the role of free radical processes 


in the thermal decomposition of nitrocellulose, 24, 227 
(4976) 


Microscopical bookplates, 40, 184 (1992) 
ex libris, 38, 327 (1990) 
Soiree, 45, 145 (1997) 


Microscopically measurable parameter for polymeric 
film characterisation, 23, 57 (1975) 


Microscopist, 34, 375 (1986) 
Minister microscopists, 34, 375 (1986) 
Microscopist’s Heaven, 48, 1, 17, 18 (2000) 
Microscopist’s Hell, 48, 1, 18 (2000) 
Microscopium, 36, 281 (1988) 
Microscopium, book review, 11, 155 (1957) 
Microscopy, 24, 295 (1976); 54, 17 (2006) 
3-D, 43, 138 (1995); 49, 223-227 (2001); 50, 21-24 


(2002); 53, 9 (2005); 54, 91 (2006) 
and Television, 7, 141, 148, 223 (1949) 





archeological, 31, 31 (1983) 

artifacts, 40, 75 (1992) 

capillary, 36, 79 (1988) 

certification, 50, 5-8 (2002) 

chemical, 33, 1, 37, 73, 115, 121 (1985); 35, 159 
(1987); 48, 1, 41 (2000); 49, 1 (2001) 

course, 53, 113 (2005) 

courses, 42, 7, 217 (1994); 43, 58, 152 (1995) 
courses, Belstead Housr, 12, 26, 83 (1958); 12, 294 
(1960); 13, 45, 105 (1961) 

courses, Leeds University, 13, 374 (1963); 14, 337 
(1965) courses, McCrone Associates, 12, 251 (1960); 
13, 56 (1961); 13, 287, 327 (1963); 14, 504 (1965) 
courses, McCrone Research Institute, 46, 174 
(1998) 

courses, Morley College, 12, 250 (1960) 

computer application, 43, 134 (1995) 

dried blood films, 40,111 (1992) 

electron, 35, 168, 169, 207 (1987) 

field, 42, 132 (1994) 

fluid inclusions, 40, 59 (1992) 

fluorescence, 31, 175, 213 (1983); 33, 37, 115, 241 
(1985); 35, 135 (1987); 48, 149 (2000) 

forensic, 33, 1, 138, 241 (1985); 35, 83, 249, 261 (1987) 
growth, Editorial, 47:1 ii (1999) 

hair, 48, 45-49 (2000) 

history, 39, 9, 103 (1991) 

hotstage, 35, 273, 291 (1987) 

human-hair, 49, 29-33 (2001) 

in 1700, 5, 48 (1942) 

in infrared microspectroscopy, 45, 106 (1997) 

in space, 43, 59 (1995) 

interference, 35, 67, 279 (1987) 

interpretation of images, 40, 38 (1992) 

lab benches, 42, 35, 82 (1994) 

laboratory, 37, 77, 80 (1989) 

laboratory, clean room, 17, 77 (1969) 

laboratory, evolution, 17, 125 (1969) 

Lieberkuhn darkfield, 31, 175 (1983) 

light, 33, 1, 73, 115, 121, 169, 179, 187, 141, 247 
(1985); 35, 159 (1987); 49, 67 (2001) 

McRI Student levels, 47:1 ii (1999) 

medical history, 39, 103 (1991) 

new courses at McCrone Research Institute, 40, 
80 (1992) of paint, 49, 116-117 (2001) 

plastic stirrer fabrication, 40, 111 (1992) 
polarized light, 33, 73, 121, 273 (1985); 35, 279, 319 
(1987); 47, 1, 51, 47:2, ii, 79, 93, 105, 106, 107, 
108,114, 123, 149, 159 (1999); 49, 2-4, 41 (2001) 
pop cans, 41, 66 (1993) 

pressure, 47, 105 (1999) 

quantitative, 39, 203 (1991) 
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raman, 49, 159, 217, 221 (2001) 

renewed interest, v (39:1) (1991) 

sample preparation, soils in dropper bottles, 40, 
111 (1992) SEM, 33, 91, 187 (1985) 

stage of (editorial, 3rd quarter), 26, (1978) 
teaching, 30, 131, 214 (1982); 43, 129, 193 (1995); 
47, 115 (1999) 

versus Hi-Tech, Editorial, 47:1 ii (1999) 
workstation, 36, 227 (1988) 


Microskopion, Wild publication, 14, 100 (1963) 


Microspectrofluorimetry, 30, 210, 215 (1982); 31, 213 
(1983) 


Microspectrograph for visible and UV range, Leitz, 
14, 185 (1964) 


Microspectrometry applications group, 38, 125 (1990) 
integration with other methods, 44, 158 (1996) 


Microspectrophotometer system, Nanospec/10 
(Abstract), 24, 317 (1976) 


Microspectrophotometric analysis of skin scars 
(Abstract), 19, 439 (1971) 


Microspectrophotometric system for rapid 
quantitative cytofluorimetry and reflectance 
autoradiography, 21, 11 (1973) 


Microspectrophotometry, 30, 213 (1982); 32, 11 (1984) 
and microdensitometry, instrumentation for, 14, 
25 (1963) in histopathology, 20, 267 (1972) 
in the UV (Abstract), 20, 288 (1972); 14, 192 (1964) 
UV Television microscopy and, 14, 141 (1964) 

Microspectroscope, 15, 143 (1966) 

Microsporidium, 49, 90-91 (2001) 

Microstereology, 18, 35 (1970) 


Microstructural analysis by photometric and TV 
image analysis (Abstract), 24, 316 (1976) 


Microstructural features, shape parameters 
(Abstract), 23, 261 (1975); 24, 49 (1976) 


Microstructure of Cells, book review, 14, 420 (1965) 
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Microstructure of Metallurgical Coke (Some Aspects 
of), J.W. Patrick, 27, 139 (1979) 


Microsurgical blade, 45, 137 (1997) 
Microsystem-70, 15, 57 (1966) 
Microthermal microscopy, 30, 212 (1982) 
Microtome glass knives, 50, 4 (2002) 
Microtome(s), adjustable stage for, 9, 273 (1953) 
blades, construction of hand, 11, 96 (1957) 
blades, sharpening, 11, 154 (1957) 
blades, screw for, 11, 131 (1957) 
of George Adams, 8, 222 (1951) 
improvised, 9, 316 (1954) 
knives, 17, 55 (1969) 


Microtomists’ Vade Mecum, book review, 8, 156 (1951); 
8, 291 (1952) 


Microtomy, 11, 59, 73 (1956); 11, 96 (1957); 35, 233 (1987) 
blade holder, 10, 22 (1954) 
embedding boxes, 10, 41 (1954) 
embedding oven, 10, 65 (1954) 
glass knife, 10, 330 (1956) 
lung, 33, 37 (1985) 
sharpening razor blades, 12, 104 (1959); 12, 227 
(1960) 
Microtools, 47, 63 (1999) 


Microvascular damage in the chicken (Abstract), 19, 
423 (1971) 


Microvascular damage in the irradiated chicken, 21, 
73 (1973) 


Microvideomat (Abstract), 20, 289 (1972) 
Microwear analysis, 37, 347 (1989) 
Microwereld, 8, 41 (1950); 8, 290 (1952) 
Microwriting, 43, 142 (1995) 
Microzymas, 49, 90-91, 94 (2001) 
Migration, boundary, 48, 203-204 (2000) 


Mikrokator, 11, 128 (1957) 


MIKROSIL, 47, (1999) 
Mildew, 48, 170 (2000) 
Milk, 47, 51 (1999) 


Miller Indices, 51, 81, 122-138 (2003) 


Milling tool mounted on microscope, 40, 33 (1992) 


Millipede, 16, 359 (1968) 
Mimetite, 48, 93 (2000) 

Mine tailings, 45, 155 (1997) 
Mine tailings, 48, 93-102 (2000) 
Mine, Cleveland, 48, 93 (2000) 


Mineral, analysis, 43, 132 (1995) 
control in biological tissues, electron microprobe 
analysis (Abstract), 21, 243 (1973) 
density separation, 48, 96 (2000) 
Fibers, 52, 153 (2004) 
fragment preparation for PLM by sieves, 46, 241 
(1998) 
grains, 47, 119 (1999) 
grains, EDS / SEM, 48, 99, 102-104 (2000) 
identification, 49, (2001) 
identification, reflectance and microhardness 
measurement (Abstract), 23, 262 (1975) 
Treament Processes (Mineralogical Factors in the 
Design and Assessment of), Jones, M.P., 28, 57 (1980) 
wool, 50, 31-33 (2002) 


Mineralogy, 33, 255 (1985); 35, 1, 13 (1987); 42, 133, 138 
(1994); 45, 30 (1997) 
albite dispersion, 40, 21 (1992) 
computer-assisted, 40, 29 (1992) 
inclusions, 40, 59 (1992) 
low cost methods for hardness and reflected color, 
40, 255 (1992) 
reflectivity by PLM, 40, 255 (1992) 


Minerals, 26, 55 (1978); 42, 143 (1994); 48, 93, 95 (2000); 
51, 51-62, 113, 163, 203 (2003) 
asbestos, see Asbestos Monochrometer, 51, 71-80, 
164 (2003) 
computer-assisted identification, 40, 39 (1992) 
daughter, 40, 59 (1992) 
density of common, 40, 119 (1992) 
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dispersion staining of, 40, 107 (1992) 

efficiency of analysis, 44, 166 (1996) 

forensic characterization in soil, 40, 107 (1992) 
gypsum, 42, 134 (1994) 

Illinois, 41, 64 (1993) 

soil analysis, 42, 138 (1994) 

variability of refractive index in, 40, 114 (1992) 


Miniaturized optoelectronic magnifier (MOM), 47, 112 
(1999) 


Minibinoculars, 35, 124 (1987) 

Minldent, 40, 39 (1992) 

Miocene arthropods, 15, 96 (1966) 

Mirror(s), 8, 31 (1950); 8, 153, 241, 271 (1951) 
aluminum, 10, 331 (1956) 
aluminumed, 7, 181 (1949); 9, 246 (1953); 10, 
331 (1956) 
a new type, 14, 332 (1965) 
electrically deposited metal, 7, 117 (1949) 
silvered, 9, 246 (1953) 
single reflecting, 6, 113, 146, 200, 225 (1947) 


Mites, 30, 176 (1982); 37, 202 (1989); 37, 202 (1989) 
mounting method wanted, 5, 39 (1942) 


Mitosis, a review, 9, 141 (1953) 
Mixed fusion methods, 52, 119 (2004) 
Modacrylic fibers, 46, 3 (1998) 
Model railroading, 39, 337 (1991) 


Modern Methods of Microscopy, book review, 11, 185 
(1957) 


Modulation contrast microscope (Abstract), 23, 274 
(1975) 


Molasses (and diatoms), 41, 34 (1993) 


Mold spore, staining (Abstract), 46, 238 (1998) 
teaching models (Abstract), 46, 238 (1998) 


Mold, 52, 91 (2004) 
disk, 50, 151-153 (2002) 
resin, 50, 148-152 (2002) 
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Molds, 31, 43 (1983); 50, 147, 150-153 (2002) 

MOLE, 30, 203 (1982) 

Molecular structure determination, 33, 23 (1985) 
Molecular, 52, 135, 158 (2004) 

Moller, Johann Dietrich, 36, 57 (1988) 

Mollusca, freshwater, (see lymnae peregra; Radulae; 
Snails) radulae of, 6, 35 (1946); 6, 125, 189, 202, 230, 272 
(1947); 6, 291, 312 (1948); 7, 19, 34, 69, 104 (1948); 7, 118, 
188, 219, 242, 317 (1974) 

Molybdenum Sheet (The Effect of Introducing the 
Optical Microscope for Quality Assurance in the 


Manufacture of Pure), Salt, P.J., 28, 141 (1980) 


Molybdenum, 44, 30 (1996) 
trioxide, electron diffraction, 40, 2, 115 (1992) 


MOM, 47, 112 (1999) 
Mono lake, 37, 53 (1989) 
Monobromonaphthalene, 38, 82 (1990) 
Monochromatic, 34, 9 (1986) 
Monochromatic illumination, 43, 1 (1995); 50, 98 (2002) 
light, 36, 213 (1988) 
microscopy, 42, 130 (1994) 
Monolux microscope, 48, 19 (2000) 
Monomethylamine nitrate, 45, 85 (1997) 
Montana, 54, 25 (2006) 
Monticello, 38, 247 (1990) 


Montpellier, 49, 90, 95 (2001) 


MoO, indexing of electron diffraction patterns, 40, 115 
(1992) 


Morley College Microscopy Courses, 12, 250 (1960) 


Morphology, 48, 167 (2000) 


Mortar, Aztec, 39, 187 (1991) 
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Mosaic, 49, 217 (2001) 

Mosquito larvae, mounting, 5, 134 (1943); 5, 264 (1945) 
Mosquitoes in Cheshire, book review, 6, 139 (1947) 
Mosquitoes, studying, 6, 212, 234 (1947); 6, 298 (1948) 
Motor driven rotating stage, 13, 265 (1963) 
Motorized rotating polarizer, 33, 119 (1985) 

Mount, W.S., 49, 111 (2001) 


Mounting and Mountants, 1, 82 (1937); 5, 1, 38, 73, 101, 
129, 213, 269 (1937); 9, 299 (1954); 11, 78 (1957); 12, 51, 
71, 78 (1958); 12, 111 (1959); 12, 162, 164 (1960); 15, 11 
(1965); 17, 205 (1969) 

air, 10, 137 (1955) 

air bubbles, 8, 298, 319 (1952) 

albumen, application to slides, 7, 27 (1948) 

alcohol, 10, 110 (1954) 

alcohol, dehydration of, 7, 138 (1949) 

algae, 1, 5 (1937) 

algae, iron aceto-carmine, 7, 24 (1948) 

alpha-Methylstyrene, 6, 20, 51 (1946) 

Amann’s media, 11, 6 (1956) 

antiseptics, 9, 242, 243 (1953); 9, 299 (1954) 

Aroclors, 6, 20 (1946); 10, 206, 208 (1955); 11, 68 

(1956) bakelite resin R10852/2, 7, 81 (1948); 7, 153 

(1949) 

benzyl benzoate, 11, 267 (1958) 

blades, sharpening, 11, 154 (1957) 

blotting paper cells, 11, 94 (1957) 

boroglyceride, 6, 50 (1946) 

botanical material, 12, 290, 309 (1960); 13, 1 (1961) 

bottle for, 9, 212 (1953) 

bristles for, 6, 44 (1946) 

brushes, removal of cement from, 11, 3 (1956) 

Bullard’s method of orientating, 8, 211 (1951) 

Canada Balsam, 6, 49 (1946); 


Mounting media, 39, 175 (1991); 45, 27, 56, 63, 191 

(1997) 
air vs. denser medium (historical), 40, 20 (1992) 
Cargille liquids as permanent, 40, 123 (1992) 
measuring refractive index of (historical), 40, 114 
(1992) new, 30, 204 (1982); 31, 231 (1983); 32, 133, 
259, 277 (1984); 33, 241 (1985); 34, 181 (1986) 
substitute for Canada balsam (historical), 40, 258 
(1992) Thompson’s high refractive index medium 
(historical), 40, 258 (1992) 


Mounting medium, ideal wanted, 8, 206 (1951) 


Mourne diatoms, 11, 233 (1957) 


Mouse pinna, circulatory changes (Abstract), 20, 296 
(1972) 


Mouse, procedure for duration of life observation of 
the microcirculation (Abstract), 21, 259 (1973) 


Movies, 15, 414, 51 (1967) 

MPD-1 Russian microscope, 34, 333 (1986) 
M.S., member’s notebook, 11, 21 (1956) 
Mucic acid, 48, 13 (2000) 

Mueller matrix, 49, 97-107 (2001) 

Muffle furnace, 44, 203 (1996) 

Muggli, Robert Z., 46, 26 (1998) 

Muller, Herman, 43, 65 (1995) 

Mullite brick, 44, 39 (1996) 


Multi-color scanning and image processing in cell 
biology, 24, 39 (1976) 


Multiple beam interferometry in polymer microscopy 
(Abstract), 23, 270 (1975) 


Multiple-exposure photomicrography, 38, 357 (1990) 
Multiscope, LOMO, 48, 20 (2000) 

Multi-spectral imaging (Abstract), 46, 231 (1998) 
Multivariate Curve Resolution, 54, 3 (2006) 


Murals, pigment analysis of pre-columbian, 43, 133 
(1995) 


Muscidae, 1, 16 (1937) 
Muscles of insects, 6, 297 (1948) 
Musical sand, 15, 288 (1966); 15, 345 (1967) 


Mussini, 53, 173 (2005) 
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Mycology, 49, 223-226 (2001) 

Mycoplasm, 17, 149 (1969) 

Mymaridae, 9, 247 (1953) 

Mymaridae, Enock’s method, 12, 85 (1959) 
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1976 Annual Book of ASTM Standards, Part 31: Water, 
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NA and “F” Value, 1, 114 (1937) 

NATLAS, 34, 75 (1986) 

NDIC, 31, 223 (1983) 

Nadi stain for yeast, 11, 101 (1957) 
Nanogram microscopy, 34, 107 (1986) 
Nanometer Particle, 54, 51 (2006) 
Nanoplankton, how to study, 12, 142 (1960) 
Nanospec, 30, 213 (1982) 


Nanospec/10, computerised micro-spectrophotometer 
system (Abstract), 24, 317 (1976) 


Naphrax, 6, 143, 222 (1947); 10, 161 (1955) 
Naphthalene pink, 5, 4 (1942) red, 5, 4 (1942) 
Naphrax, 33, 241 (1985); 34, 197 (1986) 
Naphthylamine pink, 5, 4 (1942) 

Naphthyl-phenyl ketone, 6, 50 (1946); 6, 120 (1947) 
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Narcotic for marine invertebrates, 5, 74 (1942); 5, 138 
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Nature Adrift, book review, 13, 251 (1962) 

Nature and camera, 5, 156 (1944) 

Nature and My Cine Camera, book review, 6, 236 (1947) 
Nature Interlude, book review, 8, 155 (1951) 


Navicula (genus), 12, 283 (1960); (see Diatoms); 33, 313 
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Needles, tungsten, 12, 91, 117 (1959) 
Neidium, 33, 310-312 (1985) 


Nelson, E.M., 10, 240 (1955) 
on stereoscopic images, 6, 21 (1946) 


Nematodes, 1, 73 (1937) 


Neocuprine (reagent), 29, 87 (1981) 


Nervous tissue, assessment of volume changes using 
image analysis, 24, 29 (1976) 


Net for collecting, 6, 88 (1946); 6, 194 (1947) 
for sweeping, 6, 166 (1947) 
history of, 6, 121 (1947) 

Neutral lipids, 13, 29 (1961) 

Neville and Darlaston, 8, 52 (1950) 

Neville, J.W., 7, 328 (1950) 

“New lamps for old”, 5, 166 (1944) 
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New method of light microscopy, 9, 148 (1953) 
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New pink, 5, 4 (1942) 


New Techniques for Mounting Fungi, book review, 8, 
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News for Naturalists, book review, 12, 211 (1960) 
Newt, protozoan parasites on warty, 9, 183 (1953) 


New York Microscopical Society, 14, 115 (1963); 14, 
337 (1965) 
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(1960) 


Nicotine, 35, 135 (1987) 
Nigerian cement, 29, 127 (1981); 32, 265 (1984) 
Nile Blue B.B., 7, 27 (1948) 


Nineteenth century American Microscopy, 14, 464, 471 
(1965) 


Nitrates, 33, 73 (1985) 
Nitro alkydal varnish, 12, 163 (1960) 
Nitrocellulose, 33, 187 (1985) 
effect of iodide (Abstract), 24, 305 (1976) 
thermal decomposition, 24, 227 (1976) 
thermal studies, 22, 341, 349 (1974) 
thin films in pressurized capillary tubes, 21, 229 
(1973); (Abstract) 21, 260 (1973) 
Nitroglycerine, 33, 187 (1985) 
Nitroguanidine, 33, 187 (1985) 
Nitroso-R-salt (reagent), 29, 87 (1981) 
Nitzschia firthii, 5, 131 (1943) 
Nitzschia porous plates, 14, 1 (1963) 


Nobert’s Rulings, 6, 250, 278 (1947); 29, 77 (1981) 
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Phospholipids, acid haematein test, 12, 316 (1961) 
Phosphorescence microscope (Abstract), 46, 230 (1998) 


Phosphorescence microscopy, 41, 65 (1993); 42, 133 
(1994) 


Phosphorescence, 37, 311 (1989) 


Phosphorus, microchemical tests, 44, 108 (1996) 


cxlix 





PhotoCD, Kodak, 48, 90-91 (2000) 


Photocopier xerographic, 48, 65-77 (2000) 
color, 48, 73-76 (2000) 


Photocopier, 47, 106 (1999) 
Photoelectric meters, 14, 149 (1964 ) 


Photoenlarger as transmitted light source, 48, 189-193 
(2000) 


Photographic materials for photomicrography, 19, 177 
(1971) 


Photographic materials, preparation for 
microscopical examination, 11, 111, 139, 173 (1957) 


Photographic sensitivity (Abstract), 24, 320 (1976) 
Photographie and forschung, 10, 272 (1956) 


Photographing Nature, C. Nuridsany and M. 
Perennous, 1976, book review, 25, 212 (1977) 


Photography, 53, 9 (2005) 
daguerreotypes, 41, 7 (1993) 
history, 41, 7 (1993) 


Photography as an aid to scientific work, review, 5, 
156 (1943) 


Photomacrographs, 48, 65(2000) 


Photomacrography, 29, 13 (1981); 30, 208 (1982); 32, 
219 (1984); 33, 149 (1985); 34, 1, 85, 91 (1986); 36, 11 
(1988); 42, 128 (1994); 44, 59 (1996); 45, 47 (1997); 46, 75, 
85 (1998) 

high magnification, 45, 107 (1997) 

image field size, 41, 21 (1993) 

light techniques, 26, 1 (1978) 

“macro” photography attachment, 9, 324 (1954) 

printing, 9, 59 (1952) 

“reprox” attachment for close up, 9, 324 (1954) 

R.P.S. Symposium, 9, 147 (1953) 

resolution, 46, 75 (1998) 

Sabattier effect, 9, 5 (1952) 

scanning light, 41, 21 (1993) 

tent lighting, 41, 63 (1993) 

tilt stage, disposable, 43, 77 (1995) 

with the Leitz Aristophot, 21, 215 (1973) 

Zeiss Tessovar, 19, 171 (1971) 


Photomakroscop, 30, 54 (1982) 


Photometer system, computer controlled (Abstract), 
24, 316 (1976) 


Photometers for photomicrography, 12, 64 (1958); 12, 
106, 119 (1959); 12, 148 (1960) 


Photometric microscopy, 30, 212 (1982) 


Photometric recording of fusion phenomena, 17, 71 
(1969) 


Photometry and the Eye, review, 8, 154 (1951) 
Photomicrograph, alternative word to, 5, 192 (1944) 


Photomicrographic Society, 5, 283, 320 (1945); 6, 27, 55 
(1946); 6, 140, 168, 224, 80 (1947); 6, 308, 328 (1948); 7, 
28, 56, 84, 112 (1948); 7, 140, 167, 251, 278 (1949); 7, 311, 
331 (1950); 8, 26, 83, 110 (1950); 8, 135, 191, 274 (1951) 
founding of, 12, 295 (1960) 
of Liverpool, 11, 236 (1957) 


Photomicrographs taken through the Wild M20 
microscope, 21, 177 (1973) 


Photomicrographs, 48, 65 (2000) 
Photomicrographs-Art, 24, 303 (1976) 


Photomicrography in Theory and Practice, review, 6, 
69 (1946) 


Photomicrography of Submicrometer Size 
Birefringent Contaminants (or Additives), in Carbon 
Black Dispersions in Polymer Particles, A. 
Orzechowski, 27, 133 (1979) 


Photomicrography resolution, 46, 75 (1998) 


Photomicrography, oblique transmitted light 
techniques, 25, 147 (1977) 


Photomicrography, 30, 206, 208, 209 (1982); 31, 245 
(1983); 32, 219 (1984); 34, 161, 389 (1986); 37, 20 (1989); 
38, 6, 67, 76, 357 (1990); 39, 236, 246 (1991); 42, 142, 177 
(1994); 44, 53 (1996); 45, 47 (1997); 48, 20-22 (2000); 51, 
156, 157, 169 (2003) 

35 mm, 12, 180 (1960) 

35 mm color, review, 13, 168 (1962) 

camera attachment, 1, 164 (1938) 
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characteristics and choice of materials, 19, 177 
(1971) 

chromatic aberrations in (Abstract), 46, 229 (1998) 
cine, 5, 266, 296 (1945); 10, 182, 211, 231 (1955) 
cine, lenses for, 1, 113 (1937) 

color, 1, 7 (1937); 12, 155, 225 (1960); 15, 127 (1966) 
color film reproduction fidelity, 17, 97 (1969) 
color screens, 1, 35 (1937) 

contrast, 1, 40 (1937); 8, 180 (1951) 

critical 35 mm, 23, 195 (1975) 

developers, 9, 16 (1952) 

development, 8, 180 (1951) 

diatoms, 41, 87 (1993) 

digital, high resolution, 44, 152 (1996) 

drawtube camera, 1, 119 (1937) 

electronic flash, 11, 312 (1958); 12, 113 (1959); 17, 5 
(1969) entomological, 7, 291, 313( 1950); 8, 36, 98 
(1950); 8, 176 (1951) 

exposure, 8, 178 (1951) 

exposure control, 28, 23 (1980) 

exposure measurement, 14, 286 (1964) 

exposure meter, 5, 69 (1942) 

exposure time, visual determination of, 14, 34, 55 
(1963) eyepieces, 10, 173 (1955) 

fibers, 17, 168 (1969) 

filters, 8, 176 (1951) 

flash fluorescence, 17, 15 (1969) 

focusing, 8, 177 (1951) 

focusing screen, 11, 318 (1958); 12, 2, 83 (1958) 
focusing stage for low powers, 9, 155 (1953) 
identifying negatives, 9, 59 (1952) 

light-tent, 14, 253 (1964) 

living material, 12, 113 (1959) 

living organisms, 8, 252 (1951) 

living specimens (Abstract), 5, 184 (1944) 
low-power apparatus, 5, 7 (1942) 
magnifications, 1, 114 (1937) 

metal-shaded fibers, 17, 168 (1969) 

microflex camera, 10, 103 (1954) 

miniature (Abstract), 5, 195 (1944) 

moving particles, 10, 42 (1954) 

new electron flash (Abstract), 24, 308 (1976) 

new film (Abstract), 20, 305 (1972) 

oblique transmitted light techniques (Abstract), 
24, 310 (1976); 25, 147 (1977) 

of Daphnia, 9, 13 (1952) 

optical benches, 5, 283, 296 (1945); 9, 257 (1953) 
photo labeling, 41, 155 (1993) SEM, 43, 130 (1995) 
photomacrography, light techniques, 26, 1 (1978) 
photometers for, 12, 64 (1958); 12, 106, 119 (1959); 
12, 148 (1960) 

plate camera, simple, 5, 78 (1942) 


plates, 8, 176 (1951) 

polymorphism of _ tripitroethane and 
hexanitroethane, 17, 141 (1969) 

pressurised specimen chamber, 17, 287 (1969) 
radulae, 8, 53, 81, 82, 83 (1950) 

recording exposures, 6, 263 (1947) 

relay lenses in (Abstract), 46, 229 (1998) 

review (Allen), 12, 218 (1960) 

review, 13, 248 (1962) 

rock sections, 5, 24 (1945) 


Science and Mechanics exposure meter, 17, 119 
(1969) 


stereoscopic, 1, 3, 46, 57, 124 (1937) 

tilt stage, disposable, 43, 77 (1995) 

tubelength, 8, 98 (1950) 

vertical apparatus, 1, 31 (1937) 

with Leeunwenhoek microscope, 6, 281 (1948) 
Photomicroscopical investigation of the fragmentation 
of hydrometeors (Abstract), 20, 297 (1972); 21, 149 
(1973) 
Photomontage, 45, 1 (1997) 
Photomultiplier, 40, 13 (1992) 
Photons, 44, 99 (1996) 
Phthalocyanine dyes, 45, 114 (1997) 
Phyllogonostreptus nigrolabiatus, 16, 359 (1968) 
Physical Society Annual Exhibition, 11, 1 (1956) 


Physical Society Exhibition, 9, 184 (1953); 12, 78 (1958); 
12, 169 (1960); 13, 263 (1963) 


Physicist looks at, microscopy, 30, 65 (1982) 
Phytoliths and caprolites, 37, 351 (1989) 
Phytoliths, 37, 351 (1989) 


Phytopathology, 45, 70 (1997) 


Phytoplankton cell images, computer analysis, 24, 181 
(1976) 


Picric acid, 41, 168, 170 (1993) 


Picric acid, removing, 9, 221 (1953) 





Picrite, 47, 187, 189 (1999) 


Picture processing by convention-al computers 
(Abstract), 19, 431 (1971) 


Pietre dure, 49, 217-219, 221 (2001) 


Pigment(s), 37, 350 (1989); 38, 67, 247, 271, 289 (1990); 
39, 237, 240 (1991); 41, 76 (1993); 42, 111, 114, 117, 134, 
136, 144 (1994); 44, 120, 195 (1996); 47, 29, 41, 43, 46, 
116 (1999); 48, 79-80, 157 (2000); 49, 35, 111 (2001); 51, 
161, 162 (2003) 

analysis, 53, 173 (2005) 

characterization, 44, 120 (1996) 

dating, 44, 120 (1996) 

dispersibility (Abstract), 19, 445 (1971); 19, 337 

(1971) 

dispersion, 16, 123 (1968); 48, 80-83 (2000) 

dispersion, (Abstract), 24, 312 (1976) 

film labeling, 41, 155 (1993) 

granules, in hair roots, anomaly, 40, 103 (1992) 

granules, in hair medulla by SEM, 40, 259 (1992) 

granules, isolation from hairs by hydrolysis, 40, 

259 (1992) 

identification, 29, 19 (1981) 

in hair, 46, 19 (1998) 

lead in American buildings, 40, 185 (1992) 

modification, 41, 155, 159 (1993) 

pearlescent, 42, 144 (1994) 

recrystallization of azo from Aroclor®, 40, 185 

(1992) viewing screen, 41, 159 (1993) 

watercolor, 49, 159-170 (2001) 


Piloty’s methene, 36, 183 (1988) 
Pine looper moth, review, 10, 110 (1954) 
Pine needle, 50, 121 (2002) 


Pine shoot moth and related species, review, 11, 157 
(1956) 


Pinhole objective, 10, 236 (1955) 
Pinnularia, 33, 310, 313 (1985) 
Pioneers of bacteriology, 1, 165 (1938) 
Pipette, new form, 5, 252 (1945) 


Pit houses, 49, 211-212 (2001) 


Pittock, F.J. (Obituary), 8, 224 (1951) 
IIMC analysis techniques for liquid-borne 
contaminants (Abstract), 21, 250 (1973) 
IIMC image analysing computer, 20, 111 (1972) 
IIMC particle measurement computer, 19, 285 


(1971) application technology (Abstract), 19, 443 
(1971) 


IIMC pharmaceutical and clinicalapplications 
(Abstract), 19, 436 (1971) 


IIMC practical aspects of counting asbestos, 23, 
93 (1975) 


TIMC system, airborne contamination assessment 
and control (Abstract), 21, 249 (1973) 
TIMC technology for fine powder analysis 
(Abstract), 20, 303 (1972) 

PLA (polylactic acid), 50, 37-43 (2002) 

PLA fibers, 50, 37-43 (2002); 51, 168 (2003) 

Placing the cover, 9, 118, 218, 251 (1953) 


Planaria, an uncertain, 10, 221 (1955) 
offensive armour, 10, 191 (1955) 


Planarian worms, 8, 185 (1951) 

Plankton collecting, query, 8, 301 (1952), 
Plankton diatoms, 1, 23 (1937) 

Plankton new, floats for, 5, 313 (1945) 
Plant Hairs, 6, 40, 74 (1946); 6, 130 (1947) 
Plant learning, 54, 81 (2006) 

Plant material, 46, 117 (1999) 

Plant metabolism, 34, 329 (1986) 

Plant physiology, 34, 329 (1986) 

Plant residues, 45, 91 (1997) stems, 44, 3 (1996) 
Plant science formulae, review, 5, 42 (1942) 


Plant tissue, 32, 83, 133 (1984) 


Plants, gravity perception (Abstract), 20, 295 (1972) 


Plasma sputtering process, 43, 180 (1995) 
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Plasmodium falciparum, 33, 43 (1985) 
Plaster, 39, 238 (1991) 

Plasters (Abstract), 47, 35, 109 (1999) 
Plastic covers, 5, 74 (1942); 9, 325 (1954) 
Plastic embedding, 32, 83 (1984) 

Plastic films, 31, 75 (1983) 

Plastic stirrer preparation, 40, 111 (1992) 


Plastic, pigment dispersibility (Abstract), 19, 445 
(1971); 19, 337 (1971) 


Plastic-bonded explosives, 45, 108, 127 (1997) 
Plastisols, optical studies, 21, 201 (1973) 

Plate camera for photomicrography, 5, 78 (1942) 
Plates, photographic, 8, 176 (1951) types of, 1, 37 (1937) 
Platinum, 44, 30 (1996) 


Platyhelminthes, 1, 85 (1937) 





Pleochroic, 52, 71 (2004) 


Pleochroism, 30, 318 (1982); 31, 260 (1983); 39, 287 
(1991); 40, 228 (1992) 


Pleurax, 42, 76 (1994) 


Pleurosigma, 1, 91 (1937) 
angulatum, 5, 128, 132 (1943); 5, 272 (1944); 15, 177 
(1966); 32, 151 (1984); 33, 65, 157, 313 (1985); 45, 
103 (1997) 
balticum, 5, 148 (1943) 
compactum, 5, 148 (1943) 
oceanicum, 5, 148 (1943) 
smithianum, 5, 148 (1943) 
thuringicum, 9, 243 (1953) 


PLM (see also Polarized Light Microscopy), 37, 89, 280 
(1989); 39, 269 (1991); 49, 209-216 (2001); 50, 29-35 
(2002); 53, 55, 61 (2005) 
albite dispersion by spindle stage, 40, 21 (1992) 
automated spindle stage for, 40, 13 (1992) 


calibartion of refractive index liquids, 40, 95 (1992) 
crocidolite, 39, 287 (1991) 

effect of color on measurements by, 40, 227 (1992) 
forensic soil examination by, 40, 1, 109; 40, 2, 107 
(1992) history, 36, 99 (1988) 

inclusions in minerals, 40, 59 (1992) 
inhomogeneous crystals, 40, 31 (1992) 
microprobe, 44, 157 (1996) 

microcrystal tests, 40, 193 (1992) 

origin of, 43, 139 (1995) 

polymer films by, 40, 93 (1992) 

reflected color of minerals by, 40, 255 (1992) 
sanidine, 40, 31 (1992) 

starch, 40, 247 (1992) 

soils, 40, 2, 107 (1992) 


PLM/Microprobe, Poisons, 47, 15, 16 (1999) 
Plutonium, 31, 235 (1983) 
Pocket microscope, 11, 8 (1956) 
Podura, 1, 95 (1937) 
scale markings, 7, 50 (1948) 
scales, 6, 267 (1947); 6, 326 (1948) 
Poetry corner, 40, 206 (1992) 
Poincare sphere, 49, 97-106 (2001) 
Point counter microscope, 10, 68 (1954) 
Point-counting, 37, 275, 377 (1989); 38, 29 (1990); 39, 
121, 203, 260, 262 (1991); 42, 7 (1994) 
vs. volume estimates asbestos collaborative 
study, 40, 178 (1992) 
Point-counting, 49, 49-53 (2001) 
Poisonous seeds, 53, 75 (2005) 


Polanret microscope, some of its applications 
(Abstract), 24, 307 (1976) 


Polanret microscope, biomedical applications 
(Abstract), 24, 308 (1976) 


Polar vibration direction, 30, 316 (1982) 
Polarisation interference microscope, 18, 113 (1970) 


Polarisation, 26, 73 (1978) 





Polariscope for detection of stain, 12, 44 (1958) 


Polarised light microscopy in the conservation of 
works of art (Abstract), 20, 297 (1972) 


Polarised Light Studies of Nitrocellulose, J.A. 
Kohlbeck, 27, 67 (1979) 


Polariser, vibration direction, 9, 92 (1952) 


Polarising microscope - foreign body granulomas 
(Abstract), 20, 287 (1972) 


Polarising microscope, accessory techniques for 
particle identification, 23, 21 (1975) 


Polarising Microscope, book review, 8, 240 (1951) 
Polarization colors, anomalous, 31, 252 (1983) 


Polarization colors, see interference colors, retardation, 
Michel-Levy colors Polaroid®, 36, 134 (1988) 


Polarized light, 8, 53, 81, 82, 104, 105 (1950); 8, 133, 
134, 150 (1951); 33, 121 (1985); 35, 319 (1987); 49, 97- 
105 (2001); 54, 21 (2006) 
for detection of dust, 7, 216 (1949) 
identification of particles, 31, 187 (1981) 
microscope, 34, 331 (1986); 35, 159 (1987); 48, 19, 
22-24, 79, 157-159 (2000); 52, 3, 23, 59, 63, 81, 97, 
107, 113, 119, 159, 162, 163, 181, 189 (2004); 53, 21, 
69, 99, 113, 173 (2005) 
microscopy, 48, 96, 107, 155, 157, 158, 167-171 
(2000); 50, 120 (2002); 51, 4, 13, 21-30, 53-62, 71-82, 
84, 106, 108, 111-115, 121-138, 148, 152, 163, 172, 
179, 201, 205 (2003) 
microscopy compensation, 46, 101 (1998) fibers, 
46, 3 (1998) 


Polarizing equipment, 7, 211 (1949) 
films, 5, 274 (1945) 
microscope objects for, 8, 265 (1951); 8, 293, 307 


(1952) 
Polarizing microscope, in the conservation of 
paintings and other works of art, 21, 101 (1973) 

hot stage methods, 21, 29 (1973) 
Polaroid prints, 35, 53 (1987) 


Polaroid spectacles, 8, 159 (1951) 


Polaroid SX-70, 30, 50 (1982) 


Polaroid, 8, 240 (1951); 9, 105 (1952) 
disorganized, 7, 49 (1948) 
for stereoscopic eyepiece, 7, 274 (1949) 


Polaroid, H., 6, 119 (1947) 

Polish on stone tools, 45, 90 (1997) 
Polished surfaces, 34, 348 (1986) 
Polishing metals and glass, 6, 145 (1947) 
Polishing, 49, 65-67, 132 (2001) 


Polishing, chemical-mechanical methods (Abstract), 
46, 225 (1998) 


Pollen atlas, 53, 115 (2005) 
Pollen information service, 53, 115 (2005) 


Pollen studies, techniques and applications (Abstract), 
24, 321 (1976) 


Pollen, 1, 76, 127 (1937); 39, 166 (1991); 42, 144 (1994); 
44, 81 (1996) 
a peculiar, 9, 165 (1952) 
Brown, Robert, observations on, 40, 235 (1992) 
Clarkia, original observations, 40, 235 (1992) 
Ephedra, 40, 236 (1992) 
geographical sourcing of drugs using, 40, 149 (1992) 
Gnetum, 40, 236 (1992) 
Gymnospermae, original observations of naked 
ovule, 40, 236 (1992) 
Loranthus namaquensis, 8, 214 (1951) 


Pollution (water), 39, 234 (1991) 


Polyamide fibers, 46, 3 (1998) 


Polyanions, new histochemical smear technique for, 
14, 260 (1964) 


Polybenzimidazole polymer, 44, 101 (1996) 
Polycarbonate filters, 45, 60 (1997) 


polycarbonate, 37, 26 (1989) 
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Polychlorinated biphenyls, 32, 148, 277 (1984); 43, 148 
(1995); 44, 1 (1996) 


Polydomain structures, 36, 35 (1988) 
Polyester film, 35, 67 (1987) 
Polyester lifting sheet, 48, 45-49 (2000) 
Polyester, (see polyethylene terephthalate), 40, 93 
(1992); 48, 209-211 (2000) 
glove wipe sampling, 43, 141 (1995) 
terephthalate, 40, 93 (1992) 
Polyethylene, 49, 11-19 (2001) 
Polyethylene fibers, 46, 3 (1998) 
Polyglycolic acid, 18, 203 (1970) 
Polylactic acid, 50, 37-43 (2002) 
Polymer defects, 44, 156 (1996) 
digradation, 36, 237 (1988) 
film defects, 42, 101 (1994) 
films, 36, 249 (1988) 
optical properties and production processes, 40, 
93 (1992) 
Polymer films, conoscopy (Abstract), 24, 307 (1976) 


Polymer films, fluorescence of liquid crystalline 
(Abstract), 46, 227 (1998) 


Polymer identification, 34, 29 (1986) 


Polymer latices-particle size distribution (Abstract), 
19, 427 (1971) 


Polymer microscopy, 51, 65-70, 147 (2003) 


Polymer-fiber composites, 34, 347 (1986) 


Polymeric film characterisations, a microscopically 
measurable parameter, 23, 157 (1975) 


Polymerization of mounting media, 34, 203 (1986) 


Polymers and knitted cotton fabrics, 21, 161 (1973) 


Polymers, 16, 123, 243, 295 (1968); 31, 75 (1983); 35, 33, 
67, 159 (1987); 37, 17 (1989); 38, 54 (1990); 52, 9, 113, 
158 (2004) 

emulsion, 41, 64 (1993) 


Polymethylmethacrylate, 40, 93 (1992) 
Polymorph, 48, 157, 158 (2000) 


Polymorphism of acetaminophen, 46, 117 (1998) 
of clenbuterole HC1 (Abstract), 46, 224 (1998) 
of paracetamol (Abstract), 46, 224 (1998) 


Polymorphism, 15, 13 (1965); 15, 63 (1966); 33, 23 (1985); 
35, 273 (1987); 36, 191 (1988); 39, 43 (1991); 41, 68 (1993); 
42, 105 (1994); 45, 11 (1997); 51, 81, 107-110, 148, 156 
(2003); 52, 21 (2004) 

ammonium picrate, 41, 162 (1993) 

DINA, 41, 163 (1993) 

EDNA (Haleite), 41, 165 (1993) 

Haleite (EDNA), 41, 165 (1993) 

HMx, 41, 164, 167 (1993) 

HND, 41, 166, 169 (1993) 

PETN, 41, 166, 170 (1993) 

picric acid, 41, 168 (1993) 

RDxX, 41, 168 (1993) 

RG12525, 44, 153 (1996) 

tetryl, 41, 171 (1993) 

TiO,, 41, 147 (1993) 

TNR, 41, 171 (1993) 

TNT, 41, 173 (1993) 


Polymorphs, 47, 104, 112 (1999); 49, 47-48 (2001) 


Polynitroalkane esters, crystallographic properties, 
19, 151 (1971) 


Polyoxometalates, 52, 163 (2004) 
Polypheneylene sulfide fiber, 44, 173 (1996) 
Polypropylene, 40, 93 (1992) 

fibers, 31, 139 (1983); 46, 3 (1998) 

spherulite content and distribution, 23, 145 (1975) 


Polysaccharides, new combination strain, 14, 250 
(1963) 


Polystyrene sheet, extruded high impact, high gloss 
of, 14, 106 (1963) 


Polystyrene, 37, 24 (1989); 40, 93 (1992) 





Polyvinyl alcohol, 8, 17 (1948); 8, 139, 172, 254, 263 
(1949); 8, 282 (1950) 
alcohol mounting medium, new, 10, 66 (1954) 
mountant, 9, 1 (1952); 9, 275 (1953) 
staining techniques, 10, 141 (1955) 


Polyvinyl chloride (PVC) filters, 45, 60 (1997) 
Polyvinyl chloride, 16, 243 (1968) 
Polyvinyl formal resin, 48, 207 (2000) 


Polyzoa, crests of, 10, 200 (1955) fresh water, 6, 274 
(1947) 


Pond life (see also Rotifera), 1, 27, 111(1937); 6, 77 (1948); 
6, 183 (1949); 6, 260 (1949); 6, 302 (1948); 7, 77 (1948) 7, 
183, 260 (1949); 11, 16, 60 (1956); 11, 162 (1957); 11, 245 
(1958); 12, 144 (1960); 43, 129 (1995) 

aids for observations, 7, 186 (1949) 

Bryozoa, crests of, 10, 200 (1955) 

centrifuge for small aquatic animals, 10, 275 (1956) 

chambered slide, 12, 57 (1958) 

Choanoflagellates, 10, 228 (1955) 

Coleps, 10, 225 (1955) 

collecting, 12, 7, 29 (1958); 12, 144 (1960) 

Commensalism, 10, 253 (1956) 

flatworms, 10, 200 (1955) 

garden, 1, 84 (1937) 

nannoplankton, 12, 142 (1960) 

restraining, 9, 162 (1953) 


Pond net, 9, 289 (1954) 
making, 6, 88 (1946); 6, 194 (1947) 
history, 6, 121 (1947) 
Pond query, 11, 243 (1957); 11, 270, 281 (1958) 
Pondura scale, 11, 269 (1958) 


Poor microscopist’s hotstage, 34, 77 (1986); 35, 291 
(1987) 


Popp, Georg, 36, 303 (1988) 
Porcelain, 44, 39 (1996) 


Porosity measurement by image analysis (Abstract), 
20, 293 (1972) 


Porosity measurement in nuclear fuel by image 
analysis, 21, 23 (1973) 


Porphyrin intermediate, 36, 183 (1988) 
Portable Landing Fields, 52, 169 (2004) 
Portable microscope, 34, 293, 383 (1986) 
Portable microscope, McArthur, 11, 315 (1958) 
Portable microscopes, 42, 15 (1994) 
Portland cement, 31, 37 (1983); 32, 265 (1984); 39, 187 
(1991); 50, 1-2 (2002) 
clinker, 29, 127 (1981); 30, 229, 291 (1982) 
clinker, belites in, 25, 191 (1977) 
Porton reticle, 35, 267 (1987) 
Post Blast Identification, 52, 171 (2004) 


Postage stamps, microscope on, 9, 51, 109 (1952); 9, 
309 (1953); 8, 306 (1952); 24, 279 (1976); 26, 97 (1978) 


Postal Clubs, origins, 6, 316 (1948) 

Postal Microscopical Society, 5, 137 (1943); 6, 89 (1946); 
6, 280, 295, 296 (1947); 7, 308 (1950); 8, 26 (1950); 12, 52 
(1958); 13, 22 (1961); 14, 173 (1964); 14, 419 (1965) 
Poster mounting squares, 44, 207 (1996) 

Post-it® notes, as TEM grid holder, 46, 1 (1998) 
Post-it™ for particle sorting, 38, 197 (1990) 


Postmortem root banding in hair, 40, 105 (1992) 


Potassium acetate solution, 11, 6, 47 (1956) 
cobalt, infrared spectrum, 13, 295 (1963) 


Potassium ferrocyanide (reagent), 29, 87 (1981) 
Potassium hydrargiodide, 10, 205 (1955) 

Potassium indoxy] sulfate, 37, 233 (1989) 

Potassium thiocyanate (reagent), 29, 87 (1981) 
Pottery, 37, 350 (1989) Ancient Peruvian, 39, 121 (1991) 
Powder analysis with the MC (Abstract), 20, 303 (1972) 


Powders, TEM grid preparation for, 46, 1 (1998) 
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Powell & Lealand, 48, 118 (2000) 
high-power prism, 9, 155, 188 (1953) 
microscopes, 6, 95 (1946); 6, 165 (1947); 6, 307 (1948) 
objectives, 6, 307, 327 (1948) 
stand, 8, 160 (1951); 10, 292 (1956) 
Powell, Hugh, 40, 251 (1992) 
Powell, Miss, 10, 220 (1955) 
Pozzolana cement, 39, 187 (1991) 
Ppenicilium, 49, 223 (2001) 
PPS fiber, 44, 173 (1996) 
Practical identity, 52, 168 (2004) 
Practical Manual of Medical and Practical Manual of 
Medical and Biological Staining Techniques, book 
review, 11, 156 (1957) 


Practical Microscope (Martin and Johnson), book 
review, 12, 80 (1958) 


Practical Microscopy, book review, 7, 276 (1949); 13, 
164 (1962) 


Practical optical crystallography book review, 14, 299, 
366 (1965) 


Practical Optics, book review, 6, 87 (1946) 

Practical Photomicrography, book review, 7, 55 (1948) 
Praseodymium hydroxide sol, 15, 441, 78 (1967) 
Precis de Microscopie, book review, 7, 275 (1949) 
Precision universal compensator, 44, 159 (1996) 
Pregl, F., 47, 22 (1999) 


Preparation and Mounting of Microscopic Objects, 9, 
242 (1953); 9, 319 (1954) 


Preparation and Mounting of Miscopic Objects, book 
review, 10, 20 (1954) 


Preparation of Tin and Tin Alloys for Microscopical 
Examination, book review, 11, 155 (1957) 


Preparation, of chromosomes, 11, 43 (1956) 
of photographic materials for microscopical 
examination, 11, 111, 139, 173 (1957) 
Preparation, thin section, 49, 65-69 (2001) 
Preparations, permanent, 37, 223 (1989) 


Preparative methods for ultramicroanalysis 
(Abstract), 46, 240 (1998) 


Preserving caterpillars, book review, 7, 110 (1948) 
Pressure cells for optical microscope, 23, 61 (1975) 
Pressure hot stage (Abstract), 23, 265 (1975) 
Pressurized specimen cell, 17, 287 (1969) 

Price Medal Slides, 5, 273(1945) 

Primary refractory stones, 44, 25, 43 (1996) 

Primers, 44, 11 (1996) 

Principal Component Analysis, 54, 3 (2006) 

Principal reflectances, 47, 123 (1999) 

Principles and Techniques of Electron Microscopy: 
Biological Applications, Vol. 6, Ed. M.A. Hayat, 1976, 
25, 86 (1977) 

Printer (video), 39, 236 (1991) 

Printing photomicrographs, 9, 59 (1952) 

Printing stereo-transparencies, 6, 10 (1946) 

Prints to glaze, 1, 160 (1938) 

Prions, 51, 209, 218 (2003) 

Prism and Lens Making, 9, 47 (1952) 

Prism binoculars, for short range work, 9, 154 (1953) 


Pritchard, Andrew, 25, 65 (1977) 


Problem solving, 35, 159 (1987); 39, 224 (1991); 44, 157 
(1996) 





Problems and properties of lenses, 1, 69, 97 (1937); 1, 
155 (1938) 


Procedural manuals, 45, 16 (1997) 


Proceedings of the International Microscopy 
Symposium, Chicago, book review, 13, 223 (1962) 


Professional mounters, 6, 268 (1947); 6, 296 (1948) 
Proficiency testing, 30, 105 (1982) 

Profilometry, 35, 33 (1987) 

Progress Report, book review, 8, 136, 189 (1951) 


Projecting low and medium power images, 13, 51 
(1961) flea, 11, 234 (1957) 


Projection, absorption of heat, 8, 292 (1952) 
three dimensional, 12, 247 (1960) 


Projector, overhead, 48, 193-194 (2000) 
Propellant powders, 33, 187 (1985) 
Propellants, 33, 187 (1985) 
Propoxyphene, 29, 161 (1981) 


Proteus vulgaris, film shown to British Association, 
11, 59 (1956) 


Protoplasm, book review, 7, 147 (1949) 
Protozoa, 37, 241 (1989) 


Protozoan parasites of fish, 9, 126, 149, 185, 227 (1953) 
of warty newt, 9, 183 (1953) 


Protozoan, gigantic (Porospora gigantea), 5, 217 (1944) 
Provenance, 47, 13 5(1999) 

Pseudochromosomes, 15, 203 (1966) 
Pseudoephedrine, 52, 123-125 (2004) 

Pseudomorph, 48, 158 (2000) 


Pseudo-opaque, 44, 43 (1996) 
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Pseudo-Rutilaria monile, 9, 24 (1952) 
Pseudoscience, 30, 232 (1982) 
Pseudoscorpion sperm, 16, 369, 373 (1968) 
Pseudotetragonal, 44, 8 (1996) 

Psychoda bergalensis, 16, 363 (1968) 
PTFE, FTIR of, 39, 1 (1991) 


Pythium de baryanum, 5, 257 (1945) 





PTMT, 47, 201 (1999) 

PTT, 47, 201 (1999) 

Pulmonate embryos, microscopy of, 6, 152 (1947) 
Pulsed LED, 50, 98, 113 (2002) 


Pulverized fuel ash, microscopic identification 
(Abstract), 21, 258 (1973) 


Pumice, 30, 17 (1982) 

Pump vacuum, 9, 322 (1954) 

Punch cards, 31, 22 (1983) 

Purchasing a Microscope, Goldberg, O., 28, 9 (1980) 


PVA fibers, 45, 93 (1997) 
in asbestos sampling, 43, 148 (1995) 


Pyrite, 38, 421 (1990) 

Pyrite, 48, 93 (2000) 

Pyritic fossils, preparation, 14, 403 (1965) 
Pyromellitic acid, 48, 16 (2000) 


Pyrotartaric acid, 48, 16 (2000) 


Pyrotechnic systems, hot stage microscopy, 23, 227 
(1975) 


Pyrotechnics, 33, 1 (1985) 


Pyrotechnics, 49, 41 (2001) 
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Pyrvinium pamoate, 18, 287 (1970) 

Pyxicola species, 11, 245 (1958) 

QA/QC, 45, 19 (1997) 

QMS image analysis system (Abstract), 19, 431 (1971) 
Quackenbush, Dale, 45, 194 (1997) 


Qualitative analysis, 44, 7 (1996) 
organic microanalysis, 44, 105 (1996) 


Quality assurance, 36, 153 (1988) 
program for asbestos, 37, 403 (1989) 


Quality control, 45, 19, 74 (1997) 
checks, TEM, 44, 175 (1996) 


Quality control, image analysis (Abstract), 19, 431 
(1971) 

steel, 20, 57, 83, 302 

(Abstract), 304 (1972) 


Quantimet 360, inclusion analyser (Abstract), 19, 429 
(1971); 19, 430 (1971); 20, 1, 21 (1971); (Abstract), 20, 
304 (1972) 


Quantimet 720, area sizing and pattern recognition, 

20, 37 (1972) 
automation of counting asbestos fibers (Abstract), 
21, 262 (1973) 
cine imaging system (Abstract), 19, 432 (1971) 
detection systems,(Abstract), 19, 432 (1971); 20, 
183 (1972) 
determination of size distributions of 
monodispersed latices, 22, 229 (1974) 
feature classification (Abstract), 20, 304 (1972) 
in the monitoring of particulate pollutants 
(Abstract), 21, 249 (1973) 
pattern recognition (Abstract), 19, 427 (1971) 
series, recent addition (Abstract), 20, 301 (1972) 
soil micromorphotometry, 20, 243 (1972) 
720D for densitometry (Abstract), 19, 440 (1971); 
20, 203 (1972) 
720P for biological assay (Abstract), 19, 442 (1971); 
20, 165 (1972) 
720S linked to scanning electron microscope 
(Abstract), 19, 428 (1971) 


Quantimet applications, areal analysis, 16, 115 (1968) 
automatic focus (Abstract), 19, 432 (1971) 


biology, 19, 41 (1971) 

boron in steel, 16, 115 (1968) 

clay fabric (Abstract), 19, 377, 445 (1971) 
cytoscreen (Abstract), 19, 433 (1971) 

deoxidation products in steel, 16, 137 (1968) 
electron microscopy, 16, 181 (1968); (Abstract), 19, 
427 (1971) 

image analysis of clay fabric (Abstract), 19, 377, 
445 (1971) metallography, 16, 163 (1968) 
non-metallic inclusions, 16, 189 (1968) 

oxide inclusions, 16, 151 (1968) 

phase analysis, 16, 171 (1968) 

pigment dispersions, 16, 123 (1968) 

pigment parameter scanning for malignant cells 
(Abstract), 19, 435 (1971) 

standardization, 18, 85 (1970) 

stereological problems, 16, 95 (1968) 

to determine a single number for the 
dispersability of a pigment (Abstract), 19, 337 
(1971); 19, 445 (1971) 


Quantitative image analysis, a new electro-optical 
system, 19, 205 (1971) 
a review, 19, 21 (1971) 
a simplified approach (Abstract), 29, 316 (1981) 
commercial metallic materials, 19, 31 (1971) 
determination of phase boundaries (Abstract), 19, 
429 (1971) 
instrument errors, 19, 87 (1971) 
medicine and biology, 19, 41 (1971) 
manganese sulphide inclusions (Abstract), 19, 403 
(1971); 19, 430 (1971) 
nuclear materials, 19, 65 (1971) 


Quantitative investigations of the orientation and 


distribution of dispersed phases (Abstract), 19, 444 
(1971) 


Quantitative metallographic; phase analysis, 16, 171 
(1968) 


Quantitative microprobe analysis, 26, 55 (1978) 
Quantitative microscopy, 39, 203 (1991) 


Quantitative microscopy, image formation (Abstract), 
19, 427 (1971) 


Quantitative reflectance and microhardness 
measurements in mineral identification (Abstract), 23, 
262 (1975) 





Quantitative scanning electron microscopy (Abstract), 
21, 244 (1973); 23, 47 (1975) 


Quantitative SEM analysis, 36, 244 (1988) 


Quantitative shape parameters for microstructural 
features (Abstract), 23, 261 (1975); 26, 49 (1978) 


Quantitative study, 7, 197 (1949) 


Quantitative, analysis of distribution and orientation 
of dispersed phases in multiphase materials, 21, 49 
(1973) 
analysis of the human motor end plate (Abstract), 
19, 441 (1971) 
analysis of particles, specimen preparation 
problems (Abstract), 23, 267 (1975) 
applications of the nuclear track technique 
(Abstract), 19, 442 (1971); 20, 175 (1972) 
area analysis of composite materials, 16, 115 (1968) 
assessment of aerosol holograms (Abstract), 23, 
266 (1975) 
detection of alpha particles in certain dielectric 
materials (Abstract), 21, 257 (1973); 22, 141 (1974) 
determination of surface topography by light 
microscopy, 21, 59 (1973) 
electron microscopy, 13, 330 (1963); 16, 181 (1968) 
evaluation of pigment dispersions, 16, 123 (1968) 
histochemical studies (Abstract), 19, 437 (1971) 


Quartz sand, 33, 91 (1985) 

Quartz, 30, 17 (1982); 37, 1 (1989); 49, 93, 158 (2001) 
“Queer” quartz, 35, 1 (1987) 

Quekett centenary, 15, 10 (1965) 


Quekett Club Man, 5, 77 (1942) 


Quekett Microscopical Club, 5, 100 (1942); 5, 108 (1943); 
5, 165, 182, 217 (1944); 7, 251 (1949); 7, 311 (1950); 8, 26 
(1950); 8, 136, 275 (1951); 8, 323 (1952); 13, 105 (1961); 
13, 224 (1962); 13, 287, 327 (1963); 14, 164, 263 (1964); 
14, 338, 365, 447 (1965) 

founder of, 5, 230 (1944) 

monographs of, 5, 248 (1945) 


Quekett, John Thomas, 13, 70 (1961) 


Quekett, John, 40, 252 (1992); 41, 119 (1993) 


Quinine sulfate, 33, 37 (1985) 
Quinoline, 49, 41-44 (2001); 51, 156 (2003) 
use as microchemical reagent (Abstract), 46, 225 


(1998) 


Racemic allantoin, optical crystallographic properties 
of, 14, 271 (1964) 


Rack for slides, 6, 122 (1947) 

Rack and pinion, 61, 51 (2006) 

Radertiere (Rotatorien), book review, 11, 17, 47 (1956) 
Radio, amateur, 46, 23 (1998) 


Radioactive aerosol particulates, electron microscopy 
of, 14, 130 (1964) 


Radiation injury, 3-day chick embryo 
microcirculation (Abstract), 19, 423 (1971); 19, 127 
(1971) 

Ionizing Effect on Cells, book review, 14, 59 (1963) 
Radioactive fallout particles, 17, 25 (1969) 


Radioactive materials, examination, 31, 235 (1983) 
microscope for, 9, 49 (1952) 


Radiation coloring, 40, 32 (1992) 

Radio-isotopes in tissue sections, 11, 49 (1956) 
Radiolaria, 13, 225 (1962) 

Radiolarian material required, 12, 47 (1958) 
Radiolarians, 43, 83 (1995) 

Radula, Helix pomatia, 8, 225 (1951) 

Radulae of Non-marine Mollusca, 6, 35 (1946); 6, 125, 
189, 202, 230, 272 (1947); 6, 291, 312 (1948); 7, 19, 34, 69, 


104 (1948); 7, 118, 188, 219, 242 (1949) 


Radulae, photographing, 8, 53, 81, 82, 83 (1950) 
mounting, 8, 92 (1950) 


Railroad cars, 51, 13-20 (2003) 


Railroad coach, 53, 61 (2005) 
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Railroad Creek, Washington, 45, 155 (1997) 
Railroading, model, 39, 337 (1991) 

Ralfs, J., 10, 165 (1955); 10, 331 (1956) 

Raman Microanalysis, 52, 156, 157 (2004) 
Raman microprobe, 30, 203 (1982); 39, 25 (1991) 


Raman microscopy, 47, 113 (1999); 49, 16, 159-170 
(2001) 


Raman spectroscopy, 47, 112, 113 (1999); 51, 4-9, 83, 
155, 157-159 (2003) 


Rank Lintel flying spot particle resolver, 15, 119 (1966) 


Raphidodiscus marylandicus Christian, 41, 187, 189 
(1993) 


Rare earth minerals, optical crystallography, 21, 39 
(1973) 


Rare element concentration in inclusions, 40, 70 (1992) 
Raspail, F.V., 47, 14 (1999) 


Ray Society, 7, 114 (1949); 9, 12 (1952); 11, 208 (1959); 
12, 105 (1959) 


Raw sienna, 48, 157 (2000) 
Razor blade, 45, 137 (1997) 
Razor blades, sharpening, 12, 104 (1959); 12, 227 (1960) 


RDX, 41, 168, 171, 180, 181 (1993); 45, 127 (1997); 49, 
47-48 (2001) 


Reading Microscopical Society, 11, 162 (1957); 11, 271, 
318 (1958); 12, 27, 54, 82 (1958); 12, 165, 195 (1960); 12, 
328 (1961); 13, 105 (1961); 13, 224 (1962) 

Reboil, 44, 43 (1996) 

Recent diatoms, treatment of, 1, 45 (1937) 


Reclaiming slides, 45, 191 (1997) 


Recrystallization 52, 63, 182 (2004) 
in Aroclor®, pigments, 40, 185 (1992) 


in dental enamel, dissolution, 21, 81 (1973) 
micro, 42, 57 (1994) 
of ultramicrosamples, 34, 107 (1986) 
Recycled paper, 40, 190 (1992) 
Red blood cells, IR of single, 44, 158 (1996) 
Red ochre, 48, 79-81, 157 (2000); 53, 69 (2005) 
Reference methods, 45, 57 (1997) 
Redfern, J.H., 6, 296 (1948) 


Reflectance, 47, 123 (1999) 


Reflectance infrared microspectrometry, 37, 261 (1989) 


Reflected light, 44, 59 (1996); 48, 19, 27, 34-35, 37, 38 
(2000) 
method for minerals, 40, 255 (1992) 
microscopy, (see also metallography), 15, 367 
(1967); 29, 127 (1981); 34, 347 (1986); 38, 421 (1990) 
microscopy of redwood surfaces, 18, 61 (1970) 
only, ii (Vol. 45:3) (1997) 
polarized, 44, 155 (1996) 
Schlieren microscopy, 30, 222 (1982) 


Reflecting materials, 20, 101 (1972) 


Reflectance and microhardness measurement 
(Abstract), 23, 262 (1975) 


Reflecting and additional devices 8, 183 (1951) 
Reflecting attachment, 8, 50 (1950); 8, 183 (1951) 
Reflecting eyepiece, 10, 218 (1955) 
Reflecting field glasses, 7, 18 (1949) 
Reflecting microscope, 7, 180 (1949); 9, 120 (1953) 
Beck, 8, 20 (1950) 
Burch 8, 242 (1951) 
objectives, 9, 78, 266 (1953) 


Reflectivity, automatic measurements of, 18, 223 
(1970) 


Reflection of light, 1, 71 (1937) 


Reflection polarization, 40, 72 (1992) 





Reflection total internal, 48, 149-152 (2000) 
Reflectivity of minerals by PLM, 40, 255 (1992) 
Reflectometer, 18, 215 (1970) 

Refraction, 1, 97 (1937) 


Refractive index, 26, 127 (1978); 30, 321 (1982); 34, 9 
(1986); 35, 67 (1987); 36, 213 (1988); 37, 1, 49, 167 (1989); 
39, 57 (1991); 47, 120, 121, 123; 52, 189 (2004) albite, 40, 
21 (1992) 

by automated spindle stage, 40, 13 (1992) 

calculation from density and chemical 

composition, 40, 191 (1992) 

Cargille liquids, 37, 223 (1989) 

Cauchy equation, 37, 2 (1989) 

causes of change in minerals, 40, 84 (1992) 

color, effect on, 40, 227 (1992) 

curves, labelling, 40, 82 (1992) 

determination for liquids, 15, 309 (1967) 

dispersion, 14, 440, 497 (1965); 37, 1 (1989) 

dispersion staining, 37, 43, 49 (1989) 

double variation method, 37, 167 (1989) 

fibers, 46, 3 (1998) 

liquid sodium, 14, 362 (1965) 

liquids, 50, 161-163 (2002) 

liquids, calibration, 40, 95 (1992) 

measurement, 11, 3 (1956); 17, 83 (1969); 31, 213 

(1983); 35, 121, 169 (1985); 49, 191, 195-198 (2001) 

measurement by dispersion staining, 23, 213 

(1975); 46, 123 (1998) 

measurement of liquid using optical glasses, 40, 

95 (1992) 

media, low-refractive index, high-refractive index, 

34, 192, 194 (1986) 

mounting media of, 34, 231, 237 (1986) 

of fibers, 45, 61, 101 (1997); 48, 107, 110 (2000) 

PLA fiber, 50, 41 (2002) 

polymers, 40, 93 (1992) 

relationship with density, 18, 99, 267 (1970) 

sanidine, 40, 31 (1992) 

Selimeier equation, 37, 2 (1989) 

standards, 33, 241 (1985) 

variability in minerals, 40, 114 (1992) 


Refractive indices, 26, 167 (1978) 
Refractive indices, high, 5, 75 (1942); 5, 135 (1943) 


Refractometer, automated, 44, 157 (1996) 
calcite crystal, 15, 309 (1967) 


Matlock, 11, 3 (1956) 
Nichols, 11, 3 (1956); 11, 269 (1958) 


Refractometry with BAR, 36, 234 (1988) 
Refractory materials, 44, 23, 38, 43 (1996) 
Regions of Interest (ROT), 52, 158 (2004) 
Reichert Univar, 22, 117 (1974) 
Relative humidity, 42 ,106 (1994) 
Relative refractive index, 53, 99 (2005) 
Relaxing insects, 1, 89 (1937) 

ammonia, 5, 215 (1944) 


ethyl acetate, 5, 273 (1955) 


Relay lenses in digital photomicroscopy (Abstract), 
46, 229 (1998) 


Release assay, 45, 73 (1997) 

Relief contrast, 15, 516 (1967) 

Religio microscopisti, 34, 375 (1986) 

Remote control stereomicroscope, 13, 163 (1962) 
Remote microscopy, video, 42, 1 (1994) 
Remounting diatoms, 6, 110(1946) 


Renard, A., 47, 16 (1999) 


Renewed interest in microscopy, v (Vol. 39:1) (1991) 


Replica method, fundamental, limitation, 21, 183 
(1973) 


Replicas of surfaces, 44, 15, 18, 58 (1996) 
Replication technique, Schaeffer, 48, 207 (2000) 
Reprox magnifier, 9, 324 (1954) 

Reptilian chromosomes, 16, 355 (1968) 


Research Films in Biology, etc., book review, 10, 335 
(1956) 
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Residues, 42, 145 (1997) 
fire arm discharge, 44, 11 (1996) 
fire extinguisher, 43, 71 (1995) 
of food-processing, 45, 91 (1997) 


Resin, 45, 90 (1997) 
Resinography, 31, 75 (1983) 


Resinography, ASTM committee, 14, 281 (1964) 
the ways and meaning of, 14, 246 (1964) 


Resinous mounting media, 45, 191 (1997) 


Resolution, 1, 36 (1937); 11, 197, 227 (1957); 11, 302 
(1958); 16, 4 (1968); 34, 361 (1986); 42, 139, 142 (1994); 
44, 15 (1996); 51, 146 (2003); 52, 173 (2005) 

(A. pellucida), 7, 45, 82, 83 (1948); 7, 139, 167, 193 

(1949) 

detail, 15, 177 (1966) 

image and object, 43, 124 (1995) 

limit, 36, 35, 53 (1988) 

SEM (Abstract), 19, 432 (1971) 

spurious, 7, 139, 167, 193 (1949) 

vs. visualization, 40, 241 (1992) 

visibility, 10, 25 (1954); 11, 196, 222 (1957); 11, 254, 

273, 301 (1958) 


Resolution MegaPlus camera, 48, 91 (2000) 
Kodak PhotoCD, 48, 91 (2000) 


Resolution test patterns, 46, 75 (1998) 
Resolving power, 15, 177, 216, 281 (1966); 32, 93 (1984); 
37, 197 (1989) 
human eye, 37, 197 (1989) 
Resolving power formula, 17, 249 (1969) 


Restoration, 49, 35 (2001) 


Retardance measurements with LC-Pol scope 
(Abstract), 46, 231 (1998) 


Retardation, 37, 89 (1989); 46, 101 (1998); 47, 113 (1999) 
effect of color on measurement, 40, 227 (1992) 
fibers, 46, 347 (1998) 
measurement of low, 46, 101 (1998) 


Retarder, 49, 98-100 (2001) 


Retarders, use of (Abstract), 46, 232 (1998) 


Reticle calibration, 35, 267 (1987) 


Retina, 44, 99 (1996) 


Revolving specimens seen under microscope, 10, 178 
(1955) 


Rheinberg illumination, 39, 25 (1991); 44, 98 (1996); 
47, 122 

(1999) 

Rhinoceros horn, 39, 239 (1991) 
Rhizosolenia Ehr., 5, 147 (1943) 
Rhodinized mirrors, 8, 153 (1951) 
Rhodizonic acid, 51, 81, 83, 154 (2003) 
Rhoicosigma oceanicum, 5, 148 (1943) 
Ribose, d, 37, 233 (1989) 

Ribose nucleic acid, 12, 245 (1960) 

Rice straw, scanning electron microscopy, 23, 37 (1975) 
Richards, O.W., 14, 275 (1964) 

Richettsia, 42, 139 (1994) 

Richterite, 49, 192-193 (2001); 54, 25 (2006) 
Rife microscope, iii (Vol. 42:3) (1994) 
Rinaldi, ii (Vol. 45:1) (1997) 

Ringing coverslips, 39, 175 (1991) 

Ringing slides, apparatus for, 11, 78 (1957) 
Ringing varnishes, 1, 6 (1937) 

Risk, 54, 31 (2006) 

River sediments, 44, 1 (1996) 
RMS-Chicago-66, 15, 239 (1966) 

Robinson, E.K., 11, 5 (1956) 


Rocket-firing aeroplanes, 5, 272 (1945) 
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Rock section, see Petrographic Laboratory Technique 
Rock-slitting wheels, 9, 77 (1952) 

Rock specimens, mounting, 1, 41 (1937) 

Rogerson, John, 46, 41 (1998) 

Roget, Peter Mark, 40, 241 (1992) 


Roll film camera attachment, new 70 mm for Siemens 
electron miroscope, 14, 68 (1963) 


Rolling crystals, 31, 195 (1983) 

Roman Snail, radula, 8, 225 (1951) 

Ross & Beck, 48, 119 (2000) 

Ross, Sir Ronald (Microscope), 7, 113 (1949) 
Ross, Thomas, 48, 118 (2000) 

Rotating microscope stage, 9, 210 (1953) 
Rotating stage, 50, 15-16 (2002) 


Rotation apparatus, 14, 81 (1963); 14, 282 (1964); 35, 13 
(1987) 


Rotatoria, nomenclature of, 11, 60 (1956) 


Rotatoria of Upper Stillwater Swamp, book review, 8, 
189 (1951) 


Rotifera, 1, 112 (1937); 3, 14 (1946); 5, 253, 271, 292, 300, 
318 (1945); 6, 3, 31, 78, 98 (1946); 6, 160, 205, 237 (1947); 
6, 309(1948); 7, 65, (1948); 7, 169, 197 (1949); 7, 287, 322 
(1950); 14, 26 (1963); 34, 378 (1986); 39, 35 (1991); 43, 65 
(1995) 

Adineta vaga, 6, 243 (1947) 

Asplachna priodonta, 6, 239 (1947) 

commensalism, 10, 253 (1956) 

Diurella porcellus, 6, 31 (1947) 

Epiphanes clavulata, 8, 131 (1951) 

eyes of, 10, 145 (1955) 

feeding habits, 10, 309 (1956) 

Filinia longiesta, 6, 78 (1947) 

fingerprints, 10, 285 (1956) 

fluid mounts of, 9, 137 (1953); 9, 298 (1954) 

Keratella cocklearis, 6, 100 (1947) 

Kerateila -quadrata, 6, 98 (1947) 


Limnias melicerta, 10, 13 (1954) 

mounting, 8, 273 (1951) 

Mytilina mucronata, 6, 34 (1947) 

nomenclature, 5, 271, 318 (1945); 6, 50 (1946); 6, 
328 (1948); 7, 25 (1948); 7, 225, 253 (1949); 7, 310 
(1950); 8, 22 (1950); 11, 60 (1956) 

philodina roseola, 6, 310 (1948) 

Polyarthra trigla, 6, 80 (1946) 

Proales daphnicola, 6, 205 (1946) 

Ptgura crystallina, 6, 33 (1946) 

Rhinoglena frontalis, 6, 160 (1947) 

Scardium longicaudum, 6, 243 (1947) 

Synchaeta pectinata, 6, 241 (1947) 

Trichocerca longiseta, 6, 32 (1946) 

wheel animals as natural art forms, 11, 105 (1957) 


Rouge, Jeweler’s, 48, 157 (2000) 
Round coverslips, 35, 217 (1987) 
Royal Microscopical Society, 14, 293 (1964); 14, 336, 
365 (1965) 
thread, 48, 117 (2000) 
R.S. Centenary, 9, 272 (1953) 


Rowland,Prof. (1848-1901), 6, 278 (1948) 
gratings by, 6, 327 (1948) 


Royal Society of Arts, 9, 277 (1953) 

Rubber cement, Busk’s, 5, 38 (1942) 

Rubber cement coated slides, 46, 151 (1998) 
Rubeanic acid, 32, 141 (1984) 

Rudenberg, R., 30, 12, 247 (1982) 

Ruined preparations, 45, 27, 63, 191 (1997) 
Rulings, test, 10, 238 (1955) 

Rusks, E., 30, 247 (1982) 


Russian artists, 38, 289 (1990) 
MPD microscope, 42, 55 (1994) 


Russian electron microscope, 14, 419 (1965) 


Russian polarized light microscope, 34, 333 (1986) 
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Rust, 48, 157 (2000) 
Rutile, 41, 147 (1993); 48, 158 (2000) 


Ryde Microscopical Society, 9, 27 (1952); 9, 55, 165 
(1953); 9, 327 (1954) 


Ryde Microscopical and Scientific Society, 8, 163, 191, 
275 (1951); 8, 303, 323 (1952) 


SAED, 31, 63 (1983); 37, 189, 303 (1989); 44, 178 (1996); 
47,72 
calibration of patterns with TEM images, 39, 258 
(1991); 40, 115 (1992) 


Sabattier effect, 9, 5 (1952) 


Safety in the metallographic laboratory, 14, 180 (1964) 


Safranin, 5, 3 (1942) 
stained botanical mounts, 12, 290 (1960) 


Sailboat microscopy, 44, 150 (1996) 
Salicylic acid, 48, 17 (2000) 
Salt granules, and nucleation of CO2, 46, 161 (1998) 


Sample coating, 41, 65 (1993) 
preparation for FTIR/Microscopy, 41, 66 (1993) 
preparation, SEM, 43, 179 (1995) 
preparation, TEM, 36, 253 (1988) 


Sample holders, 50, 150 (2002) 


Sample preparation, 32, 83, 133 (1984); 50, 4, 9, 11-19, 
147-153, 159-168 (2002); 52, 113 (2004) 

hair, 48, 45-49 (2000) 

TEM grids, 46, 1 (1998) 


Sampling, 51, 15-17, 150, 151, 153, 202 (2003) 
adhesive-tape, 49, 22 (2001) 
brush, 49, 21(2001) 
cassettes, 52, 91 (2004) 
methods, 43, 141 (1995) 
microvac, 49, 24 (2001) 

PVA for asbestos, 43, 148 (1995) 
paintings, 49, 159 (2001) 
scrape, 49, 21 (2001) 

surfaces, 34, 397 (1986) 
vacuum, 49, 24 (2001) 

wipe, 49, 23 (2001) 


Sand, 33, 91 (1985); 39, 249 (1991); 40, 145, 188 (1992); 
42, 146 (1994); 51, 51, 52 (2003) 
diatoms on, 40, 200 (1992) 


Sand, “Musical”, 15, 288 (1966); 15, 345 (1967) 
separation of minerals, 5, 218 (1944) 


Sandarac medium, 9, 221 (1953) 


San Francisco Microscopical Society, 47, 116 (1999) 


Sanidine, 40, 31, 91 (1992) 

Santos, 52, 155 (2004) 

Sarcoma, spontaneous in fish, 11, 133 (1957) 

Sausage casings, microscopic structure, 23, 103 (1975) 
Sawflies, spermatheca, 10, 282, 318 (1956) 

Scales, 47, 79 (1999) 

Scale deposits, 43, 132 (1995) 


Scanning acoustic microscope (Abstract), 24, 313 
(1976) 


Scanning electron microscope (see also SEM), 33, 247 
(1985); 52, 59, 181, 189 (2004) 
image analysis with Quantimet 7205 (Abstract), 
19, 428 (1971) 
limits of resolution in the surface (Abstract), 21, 
247 (1973) 
medium resolution (Abstract), 19, 432 (1971) 
microanatomy, 19, 281 (1971) 
new approach (Abstract), 21, 251 (1973); 22, 259 
(1974) 
new instrument (Abstract), 19, 433 (1971); 
(Abstract), 23, 263 (1975) 
on-line digital image processing rice straw, 23, 37 
(1975) 
specimen capsule for Ziegler-Natta catalysts 
(Abstract), 23, 269 (1975) 
technique for study of fracturing of sand grains 
(Abstract), 23, 268 (1975) 
television (Abstract), 21, 247 (1973) 


Scanning electron microscopy, 31, 43, 139 (1983); 32, 

151, 265 (1984); 33, 91, 187 (1985); 34, 324 (1986) 
quantitative (Abstract), 21, 244 (1973); 23, 47 
(1975); 51, 4-9, 13, 17-20, 51, 52, 60, 123, 157-160, 





166, 171, 172, 185, 187, 188 (2003); 53, 75, 53, 
89(2005); 


Scanning force microscope, 42, 139 (1994) 
light photomacrography, 41, 21 (1993) 
optical microscopy, 36, 222 (1988) 
probe microscopes, 41, 74 (1993) 


Scanning microscopy, computer controlled, 22, 247 
(1974) 
Microdensitometry (Abstract), 20, 303 (1972) 
Microinterferometer, 20, 153 (1972) 
Microphotometer (Abstract), 19, 422 (1971); 20, 91 
(1972) 
Microscope (Abstract), 20, 291 (1972) 
OTF enhancement scheme, 22, 151 (1974) 


Scanning light photomacrography, 34, 1 (1986) 
Scanning optical microscope (Abstract), 24, 314 (1976) 


Scanning transmission ion microscope (Abstract), 24, 
315 (1976) 


Schaeffer, Harold F., 47, 24, 75 (1999) 
Schaeffer replication technique, 48, 207 (2000) 


Schauss, William & Co., 49, 115 (2001) 


Schizogregarines infesting Laemophloeus ferrugineus, 
10, 
73, 92 (1954); 10, 129 (1955) 


Schlieren eyepieces, 23, 89 (1975) 

Schlieren microscope, 15, 167 (1966); 17, 1 (1969); 
(Abstract), 20, 292 (1972); 30, 35, 209, 222 (1982) 
applications (Abstract), 21, 254 (1973) 

Schlieren microscopy, reflected light, 30, 222 (1982) 

Schmidt's “Atlas”, 6, 53 (1946); 6, 166 (1947) 

Schmincke, 53, 173 (2005) 

Schneider, Albert, 30, 93 (1982) 


Schoorl, N., 47, 19 (1999) 


Schott filters, 50, 104, 106 (2002) 


Schroeder, W.L. (Obituary), 8, 157, 187 (1951) 
Science for the Prosecution, book review, 5, 90 (1942) 


Science gossip and country queries and notes, 11, 4, 5 
(1956); 11, 212 (1957) 


Scientific American, 39, 161 (1991) 
Scientific Film Association, 8, 27 (1951) 
Scientific films, census, 8, 27 (1951) 


Scientific Instrument Industries Exhibition, 10, 197 
(1955) 


Scientific Photographer, book review, 5, 72 (1942) 
Scientific photography, 39, 235 (1991) 
Scientific Working Group for the Analysis of Seized 
Drugs (SWGDRUG) (See Microcrystalline Tests), 52, 
168 (2004) 
Scolecite, 35, 13, 18 (1987) 
Scotch tape, 33, 246, 247 (1985) 
Scott, T.L. (Obituary), 8, 198 (1951) 
Scourfield, D.J., (Obituary), 7, 269 (1949); 7, 306 (1950) 
Screens, colour, 1, 35 (1937) 

talking, 1, 8 (1937) 

viewing, 1, 9 (1937) 
Screw micrometer eyepiece, substitute, 10, 90 (1954) 
Sculptures, 42, 1 (1994) 
Scum, 44, 46 (1996) 
Sealing slides, temporary method, 11, 75 (1956) 


Seabury, Samuel, 49, 111-112 (2001) 


Sea-going microscopy laboratory (Abstract), 46, 222 
(1998) 


Sea urchin, 37, 261 (1989) 
spines, 12, 160, 243 (1960); 36, 219 (1988) 
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Sabattier effect, 35, 53 (1987) 


Seals for coverslips, 37, 221 (1989) 
Search/match algorithms, 40, 41 (1992) 
Second-hand microscopes, 1, 56 (1937) 
Secondary corundum, 44, 35 (1996) 
refractory stones, 44, 25, 46 (1996) 
zircon, 44, 35 (1996) 


Section cutting, see microtomy expansion method, 8, 
94 (1950) 


Sectioning, 49, 65 (2001); 51, 166, 167 (2003) 
conifer needles, 12, 239 (1960) 
sea urchin spines, 12, 160, 243 (1960); 36, 219 (1988) 
volvox, 12, 51 (1958); 12, 104 (1959) 


Sectioning methods, 43, 52 (1995) 
simple, 40, 187 (1992) 


Section lifter, 5, 236 (1944) 
Sections by Leeuwenhoek’s method, 5, 216 (1944) 
Sections, ultrathin, 49, 49 (2001) 


Sediment, 44, 1, 160 (1996); 45, 155 (1997); 48, 93-96 
(2000) 


Seed identification, 30, 217 (1982) 

Seed tissue, 32, 83 (1984) 

Seeds in glass, 44, 5, 24, 29, 46 (1996) 

Seeing oneself under the Microscope, 5, 56 (1942) 
Sekera, Vladimir, 46, 29 (1998) 


Selected area electron diffraction, 30, 202 (1982); 31, 63 
(1983); 47, 72 (1999) 


Selected diatoms, 1, 151 (1938) 
Selenite films, 8, 20 (1950) 


Selenite stage, construction, 11, 99 (1957) 


Selenium cell reflectometer, 18, 215 (1970) 

Self leveling specimen holder, 36, 139 (1988) 
Sellmeier equation, 29, 93 (1981); 37, 2 (1989) 
SEM, see Scanning electron microscopy, 51 (2003) 


SEM, 26, 143 (1978); 30, 139, 201, 207, 215 (1982); 31, 43, 
139 (1983); 32, 151, 265 (1984); 33, 91, 187, 247 (1985); 
35, 53 (1987); 36, 1, 74 (1988); 44, 159 (1996); 45, 1, 57 
(1997); 47, 5, 79, 93, 114 (1999); 48, 157, 157, 158 (1999); 
49, 159, 191-195, 209, 217, 221, 225-227 (2001); 50, 1-2, 
29-35, 174-176 (2002) 

and energy dispersive x-ray analysis of coins, 37, 

267 (1989) 

asbestos on gasket surfaces, 40, 131(1992) 

backscattered image, 48, 209-211 (2000) 

blood stains on stone tools, 40, 111 (1992) 

Bullet comparisons (Abstract), 20, 288 (1972) 

carbon coating, 39, 265 (1991) 

cavitoma in cotton, 40, 243 (1992) 

contact angle measurements (Abstract), 20, 300 

(1972) 

environmental, 47, 5 (1999) 

field emission, 47, 113 (1999) 

fiber crossections, 41, 115 (1993) 

glue gun, 39, 175 (1991) 

gunshot residue, 39, 244 (1991) 

hair pigments by, 40, 259 (1992) 

hair structure by, 40, 259 (1992) 

high resolution, 42, 139 (1994) 

look at enzyme damaged wheat starch, 20, 333 

(1972); (Abstract), 20, 294 (1972) 

macroscopy, 44, 154 (1996) 

mineral grains, 48, 99, 102-104 (2000) 

new medium resolution instrument, 20, 255 (1972) 

particle atlas (Abstract), 20, 293 (1972) 

photomicrography, 43, 130 (1995) 

problems with textiles, 30, 207 (1982) 

quantitative, 47, 8 (1999) 

sample coating, 41, 65 (1993) 

sample coatings and alternatives, 43, 179 (1995) 

Shroud of Turin, iv (Vol. 36: 1, 2, 4,(1988); cover 

(Vol.36) 3 (1988) 

vs PLM, 36, 65 (1988) 


SEM-EDS, see Energy dispersive spectroscopy, 51 
(2003); 54, 21 (2006) 


SEM/EDX, 45, 53 (1997); 47, 74 (1999) 
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SEM vs. reflected Nomarski DIC (Abstract), 46, 229 
(1998) 


Semen examination, 31, 120 (1983) 
Semmes, Raphael, 46, 41, 42 (1998) 
Senarmont, 49, 106 (2001) 

Senarmont compensator, 46, 101 (1998) 
Sepiolite, 39, 256 (1991) 


Sequence of writing by microscopy (Abstract), 46, 232, 
233 (1998) 


Serial killer, 50, 119 (2002) 

Serology, 30, 217 (1982) 

Serra, J.A., 13, 279 (1963) 

Sertoli cells, 17, 133 (1969) 

Setting insects, 1, 115 (1937) 

Settled dust, 39, 257 (1991) 
analysis, 38, 215 (1990) 
asbestos, 43, 148 (1995) 

Set-up for microscope, 12, 265(1960) 


Sex attractant, 47, 79 (1999) 


Sex-determination of honey bee, 7, 175, 209, 237, 259 
(1949); 7, 303, 329 (1950); 8, 7, 63 (1950); 8, 129 (1951) 


SFM, 42, 139 (1994) 
Shadbolt, G., 45, 147 (1997) 
Shadow, electron optical, 8, 236 (1951) 


Shaffer, Steve, 45, 99 (1997) 


Shape description of diatoms using harmonic analysis, 
40, 265 (1992) 


Shape parameters for microstructural features 
(Abstract), 23, 261 (1975); 24, 49 (1976) 


Sharpening microtome blades, 11, 154 (1957) 
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Sharpening razors, 12, 104 (1959); 12, 227 (1960) 
Sharpening wafer blades for microtome, 5, 129 (1943) 
Sheffield Microscopical Society, 8, 83 (1950) 
Sheffield symposium, 14, 470 (1964) 
Shellac, 53, 61 (2005) 
cement, 9, 302 (1954); 11, 294 (1958) 
mastic cement, Kingts, 11, 6 (1956) 
storing, 10, 19 (1954) 
Shellan, 5, 213(1944) 
Shield for objective, 37, 173 (1989) 
Shipworm, 7, 43 (1948) 
Shrinkage due to fixatives, 7, 24 (1948) 
Shroud of Turin, 29, 19 (1981); 30, 125, 220, 343 (1982); 
45, ii, 119, 120 (1997); 48, 79, 85, 159 (2000) 
blood, 47, 55 (1999) 
controversy, 47, 56-61 (1999) 
update, 47, 55 (1999) 
SiO2, 48, 158 (2000) 
Si-Al exchange, sanidine, 40, 31 (1992) 
Sick building syndrome, 42, 147 (1994); 43, 149 (1995) 
Side clip, 5, 235 (1944) 
Siderite, 48, 93 (2000) 
Sienna, raw and burnt, 48, 157 (2000) 
Sieves, simple system, 46, 241 (1998) 
Sieving dirt, 49, 202 (2001) 
Sieving of soils, 40, 107 (1992) 
Sight recognition, 52, 97 (2004) 
Silica and silicates, 33, 233 (1985); 42, 170 (1994) 
batch agglomerate, 44, 31 (1996) 
batch stone, 44, 30 (1996) 
brick, 44, 38 (1996) 


brick spall, 44, 34 (1996) 
fume, 38, 147 (1990) 
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gel as a dehydrator, 7, 138, 147 (1949) 

in plants, 7, 38 (1948) 

in soil, dissolution, 44, 87 (1996) 

polymorphs, 49, 192-193 (2001) 
Silicon carbide structures, 18, 179 (1970) 
Silicon, microchemical test, 44, 108 (1996) 


Silicon nitride, crystallographic properties, 22, 279 
(1974) 


Silicone, 51, 6-7 (2003) 


Silicone D.C. 804, 8, 92 (1950); 8, 185 (1951); 11, 268 
(1958) 


Silicone grease, 44, 20 (1996) 
Silicones, 15, 345 (1967) 
Silicoflagellates, 43, 83 (1995) 
Silicoflagellida, 8, 154 (1951) 

Silicosis, 9, 106 (1952) 

Sillimanite brick, 44, 38 (1996) 
Siloxane, 6, 294 (1948) 

Silver aerosol particles, 15, 106 (1966) 
Silver nitrate test for halides, 47, 77 (1999) 
Silver squarate, 41, 83 (1993) 

Silvered mirrors, 9, 246 (1953) 


S.I1.M.A. Handbook, book review, 6, 139 (1947) 


Simple Interferometric Attachment for the Light 
Microscope, J.G. Dodd and J.J. Dodd, 27, 31 (1979) 


Single-lens microscopy, Brownian movement 
observation with, 40, 235 (1992) 


Simple microscope, 39, 161 (1991) 


Brownian movement observation with, 40, 235 
(1992) 


Powell & Lealand dissecting, 40, 251 (1992) 


Sindanyo (“Transite”), 29, 117 (1981) 
Singapore, 46, 41 (1998) 


Single axis rotation apparatus, for study of crystals, 
14, 81 (1963) 


a new device for mounting crystals on, 14, 282 
(1964) 


Single molecule detection, 47, 110 (1999) 
Sink effects, 45, 70 (1997) 
Size distribution, particle analysis, 17, 105 (1969) 


Sizing particles in moving aerosols (Abstract), 19, 424 
(1971) 


Skeletal remains, 45, 112 (1997) 


Skin, 15, 202, 284 (1966) 
hides and leathers, 37, 351 (1989) 


Psoriasis, Histochemistry of, book review, 14, 368 
(1965) 


Skylab microscopy, 43, 59 (1995) 


Slide,axis, see Axis slide, 51 (2003) 
desk, 6, 102 (1946) 
dispenser, 11, 183 (1957) 
guard, 12, 326 (1961) 
labeling, 39, 195 (1991) 
labels, 6, 124 (1947) 
mounting, notes on, 1, 82 (1937) 
mounts, 34, 225 (1986) 
parking, 50, 160, 164, 165 (2002) 
papers, 39, 195 (1991) 
preparation seals, 37, 223 (1989) 
rack, 6, 122 (1947) 
ringing, 30, 206 (1982); 32, 259 (1984) 
trays, 10, 104 (1954) 
washing tank, 7, 116 (1949) 


Slideless microscope, 30, 199 (1982) 


Slides and sliders, 9, 68 (1952) 
drying of, 13, 106 (1961) 
drying oven for, 11, 310 (1958) 
repairing, 11, 314 (1958) 
to clean, 1, 15, 56 (1937) 


Slitting wheels, 9, 77 (1952) 
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Slip cast clay, 44, 38 (1996) 
Slootweg’s method for bacterial flagella, 9, 71 (1952) 
Small arms propellant examination 14, 385 (1965) 
Small particles 42, 101 (1994) 
analysis, 29, 153 (1981) 
identification, 29, 19 (1981) 
handling, 47, 63 (1999) 
manipulation, 25, 103 (1977) 
methods, 14, 490 (1965) 
thin films on, 25, 119 (1977) 
Small working distance objectives, 33, 42 (1985) 
Smalt, 38, 67 (1990) 
Smectic liquid crystals, 24, 117 (1976) 
Smectic mesophases (Abstract), 23, 266 (1975) 
Smoke, 35, 135 (1987); 44, 15 (1996) 
Smokeless tobacco, 54, 21 (2006) 
SMSI, 44, 57 (1996); 50, 45-47 (2002) 
Snails, embryology of, 6, 152 (1947) 
food of, 6, 51 (1946) 
radulae, q.v., 6, 51 (1946) 
Snappy Video Snapshot, 44, 51, 158 (1996) 
Snow, 8, 126 (1951); 53, 9 (2005) 
Snowflake classification, 53, 9 (2005) 
Snowflakes, 42, 128 (1994); 43, 17, 129 (1995); 45, 110 
(1997); 48, 207-208 (2000) 
how to paint replicas, 43, 195 (1995) 
microscopy, 44, 163 (1996) 
replicas, 38, 223 (1990) 


Societe Francaise de Microscopie, 7, 102 (1948); 7, 271 
(1949) 


Societies, list of, 9, 167 (1953) 


Sodium 
D filters, 36, 213 (1988) 
metal, 42, 49 (1994) 


nitrite, 38, 40 (1990) 
Sodium hydrargiodide, 11, 67 (1956) 


Software control of hardwired image analysers, 26, 
49 
(1978) 


Software, imaging, 48, 90 (2000) 
Softwood fibers, 44, 167 (1996) 


Soil, 51, 52, 167 (2003) 
analysis, 37, 349 (1989); 38, 153 (1990); 42, 138 
(1994) 
carpet, 49, 207 (2001) 
color, 36, 254 (1988) 
comparison, 30, 17, 166, 229 (1982) 
forensic examination, 40, 2, 107, 188 (1992) 
micromorphometry, 20, 243 (1972) 
microscopy, 36, 303 (1988); 41, 82(1993) 
microstructure measurement by automatic 
image, 
analysis, 22, 323 (1974) 
minerals, 44, 3 (1996) 
non-mineral, 36, 220 (1988) 
pollen analysis, 44, 81 (1996) 
sample preparation, 40, 107, 111 (1992) 
size fractionation, 44, 84 (1996) 


Solar eclipse of July 30, 1954, 10, 160 (1955) 
Solar microscope, 5, 25 (1942) 

Solarization, 35, 53 (1987) 

Solid-liquid micromixing studies, 22, 267 (1974) 
Solid lubricants, 39, 232 (1991) 

Solid phase synthesis, 47, 5 (1999) 


Solid solution series, 40, 81 (1992) 


Solid state electro-optic Q switchers, 16, 70 (1968) 


Solids through the intestine wall, 15, 12 (1965) 
Solubility, PLA fibers, 50, 39, 42 (2002) 
Solubility test (micro), 31, 201 (1983) 

of ultramicro particles, 34, 107 (1986) 
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Soluble adhesive, 50, 159, 160, 164 (2002) 
Solution sac, 44, 46 (1996) 
Solvent dispenser, 50, 164 (2002) 


Some Properties and Applications of DDT, book review, 
6, 83 (1946) 


Sonic microscopy for materials research and analysis 
(Abstract), 24, 313 (1976) 


Soot, 47, 113 (1999); 48, 167-169 (2000) 
candle, 48, 169 (2000) 
in IAQ investigations, 46, 201 (1998) 
Soot enhanced surfaces, 44, 15 (1996) 
Sorby, 46, 27 (1998) 
Sorby, Henry, 39, 216 (1991) 
Sorby, Henry Clifton, 15, 351 (1967) 


Source identification, 51, 113, 174, 179-183 (2003) 


Source of particle samples (editorial), ii (third quarter), 


46 (1998) 
Soy, 47, 51 (1999) 


Space, microscope for travel in (Abstract), 46, 230 
(1998) 


Space Shuttle, 43, 59 (1995) 

Space station, 45, v (1997) 

Spangle galls, 1, 65 (1937) 

Species Plantarum, book review, 12, 105 (1959) 
Specificity of microcrystal tests, 40, 193, 278 (1992) 


Specimen preparation, ion beam techniques, 25, 227 
(1977) 


Specimen rotator for the gold sputtercoater, 44, 156 
(1996) 


Specimen storage, 12, 223 (1960) 


Specimen supports for electron microscope, 15, 209 
(1966) 


Speckle photography, 45, 128 (1997) 

Spectra fibers, 40, 190 (1992) 

Spectra-Tech IRys, 42, 140 (1994) 

Spectral sensitivity, human eye, 37, 197 (1989) 
Spectroscopy, IR, 49 (2001) 

Spectroscopy, 43, 137 (1995) 

Spectro photofluorometry, 31, 213 (1983) 


Spectrum projected into the plane of the object 
(Abstract), 20, 295 (1972) 


Spencer Folding Pocket Microscope O.W. Richards, 27, 
1 (1979) 


Sperm, 30, 147, 352 (1982) 
Decapod, 16, 365 (1968) 
Pseudoscorpion, 16, 369, 373 (1968) 
Psychoda bergalensis, 16, 363 (1968) 


Spermatheca in sawflies, wasps, bees, 10, 282, 318 
(1956); 11, 29, 53 (1956); 11, 91, 145 (1957) 


Spermatozoa, mensuration of heads, 12, 308 (1960) 

Spew, 44, 35, 46 (1996) 

Sphaeraphides, 5, 134 (1943) 

Sphalerite, 48, 93 (2000) 

Spherical aberration, 11, 222 (1957); 11, 254 (1958) 
corrections, effect of cover glass, 7, 122 (1949) 


thoria sot-gel beads, 14, 425 (1965) 


Spherulite content and _ distributions in 
polypropylene, 23, 145 (1975) 


Spiders, 1, 142 (1938) 


Spierer lens, 5, 271 (1945); 6, 307 (1948); 7, 147, 273 
(1949) 





Spindle stage, 30, 249 (1982); 35, 13, 67 (1987); 36, 343 
(1988); 37, 167 (1989); 40, 82 (1992); 49, 91-194, 198 
(2001); 51, 53-63, 121, 138, 152, 163, 174 (2003); 52, 23, 
101 (2004) 

albite dispersion by, 40, 21 (1992) 

automated for PLM, 40, 13 (1992)EXCALIBUR, 37, 

167 (1989) 


optic axial angle measurement precision using, 40, 
171 (1992) 


novel application for inhomogeneous crystals, 40, 
31 (1992) 

Spinel, 44, 13 (1996) 

Split hairs for moving diatoms, 9, 162 (1953) 

Sponge quartz, 35, 3 (1987) 


Sponge spicules, 12, 159 (1960); 43, 86 (1995); 47, 117 
(1999) 


Spores, 52, 91 (2004) 

Spores, micromonospora, 38, 437 (1990) 
Spot test analysis, 45, 29 (1997) 

Spot tests, 53, 99 (2005) 

Spot welds, 30, 202 (1982) 

Spray pattern, 33, 115 (1985) 

Spread slides of diatoms, 1, 43 (1937) 
Spring-tail, 1, 42 (1937) 

Sputter coating in macroscopy, 37, 259 (1989) 
Sputter coating rotator, 44, 156 (1996) 
Squaric acid, 51, 81-103 (2003) 


a novel reagent for chemical microscopy, 22, 163 
(1974) 


precipitate, 36, 255 (1988); 38, 169 (1990); 39, 241 


(1991); 40, 194 (1992); 43, 131 (1995); 44, 7 (1996); 
45, 115 (1997) 


reagent in-chemical microscopy, 25, 1 (1977) 


Squash preparations, cellophanetape method, 24, 243 
(1976) 


“Squoosh test”, 31, 203 (1983) 

Stabilisation of polyvinyl chloride, 16, 243 (1968) 
Stable fly, 1, 16 (1937) 

Stable solutions, 11, 295 (1958) 


Stage, adjustable for microtome, 9, 273 (1953) 
auxiliary, 8, 241 (1951) 
clips, 33, 186 (1985) 
micrometer, easily constructed, 5, 95 (1942) 
micrometers, 11, 4 (1956) 
microscope, 7, 321 (1950) 
rotating, 48, 24-45 (2000) 
tilting, 32, 1 (1984) 


Stage goniometer, see Spindle stage 

Stain, aceto-orcein fast green, 22, 219 (1974) 
Stain for Aucuba japonica, 6, 21 (1946) 
Stain identification (on steel), 39, 233 (1991) 


Staining,and mounting bee materials, 7, 10 (1948); 7, 
265 (1950) 
bacterial on slides, 9, 249 (1953); 9, 303 (1954) 
bacteria flagella, 9, 71 (1952) 
blood, use of methyl alcohol, 5, 6 (1942); 5, 217 
(1944) 
botanical materiais, 12, 290 (1960); 12, 309 (1961); 
13, 1 (1961) 
cellulose fibrils, 20, 161 (1972) 
cotton for cavitoma, 40, 243 (1992) 
diatoms, 8, 251 (1951) 
discovery of the uses of colouring agents in 
biological microtechnique, 5, 195 (1944); 5, 248 
(1945) 
dispersion, 48, 34, 109 (2000) 
dye pads for, 9, 249 (1953); 9, 303 (1954) 
effects of mountants, 5, 159 (1943) 
fast green, 12, 309 (1961) 
for cytological investigation, 7, 259 (1950) 
for polyvinyl alcohol mounts, 10, 141 (1955) 
hair, 49, 225-226 (2001) 
histological, 16, 267 (1968) 
methods (starch), 39, 229 (1991) 
Nile Blue B.B., 7, 27 (1948) 
of pollen, 44, 88 (1996) 
of textile fibers for electron microscopy, 19, 
255(1971) 
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safranin, 12, 290 (1960) 
Techniques, book review, 11, 156 (1957) 
Tubercle bacilli, 9, 246 (1953) 


Stains, 51, 154 (2003) 
application on the stage, 13, 104 (1961) 
azure series, 5, 4 (1942) 
cotton red, 5, 3 (1942) 
crystal violet, 5, 5 (1942) 
Encyclopaedia of Microscopic, book review, 13, 80 
(1961) 
eosins, 5, 5 (1942) 
erythrosins, 5, 5 (1942) 
elastin and polysaccharides, a new stain, 14, 250 
(1964) 
fast green, F.C.F., 5, 105, 133, 150 (1943) 
Fuchsins, basic, 5, 5 (1942) 
Giemsa azur, 5, 4 (1942) 
glossy pimine, 5, 2, 3 (1942) 
Hoffmann’s violet, 5, 5 (1942) 
history of biological stain commission (Abstract), 
46, 239 (1998) 
light green S.F. yellowish, 5, 5 (1942) 
magdala red, 5, 4, 6 (1942) 
methyl violet, 5, 5 (1942) 
methylene blue, 5, 4 (1942) 
mountants, 32, 133 (1984) 
mountants, effect of, 5, 139 (1943) 
naphthalene pink, 5, 4 (1942) 
naphthalene red, 5, 4( 1942) 
new pink, 5, 4 (1942) 
phloxines, 5, 4 (1942) 
safranine, 5, 3 (1942) 
spectral properties of, 1, 40 (1937) 
sudan red, 5, 4 (1942) 
thionin, 5, 4 (1942) 


Standard methods (asbestos), 35, 311 (1987) 


Standards,glass, 33, 241 (1985) 
refractive index, 33, 241 (1985) 


Standardisation in microscopy, 17, 229 (1969); 30, 199, 
210 (1982) 


Standardization (Letters to the Editor)Cowen, B.C., 25, 
288 (1977) 

Hartshorne, N.H., 25, 291 (1977) 

Keller, H.E., 25, 293 (1977) 

McCrone, W.C., 25, 292 (1977) 


Standardization in design of microscope, 25, 169 (1977) 


Stanistreet, J.F., 6, 252, 279 (1947) 


Starch, 32, 123, 133 (1984); 47, 51 (1999); 51, 21-30, 111, 
186, 187 (2003) 
amylose and amylopectin in by PLM, 40, 247 
(1992) 
composition, 39, 229 (1991) 
iodine staining in, 40, 247 (1992) 
morphology of pregelatinized, 40, 178, 247 (1992) 
structure, 40, 247 (1992) 
with iodine, 40, 247 (1992) 


Starch, Enzyme damaged (Abstract), 20, 294 (1972) 


Starch Granules as Elementary Lenses, White, G.W., 
28, 101 (1980) 


Starches, 6, 20 (1946)mounting, 5, 269 (1945); 10, 258 
(1956) 


State Microscopical Society of Illinois, 40, 273 (1992); 
44, 57 (1996); 48, 127 (2000); 50, 45-47 (2002) 


State v. Riley, 52, 171 (2004) 
Statement of ownership, 46, 39 (1998) 
Statistics, 45, 19 (1997) 


Steel, application of Quantimet, 16, 163 (1968) 
boron, 16, 105 (1968) 
corrosion, 15, 301 (1967) 
deoxidation products, 16, 137 (1968) 
electron microscopy, 16, 181 (1968) 
electron probe microanalysis, 16, 311 (1968) 
grain size, 16, 50 (1968) 
high alloy, 16, 50 (1968) 
inclusion analyzer, Quantimet 360 (Abstract), 19, 
429, 430 (1971) 
inclusions, 15, 116 (1966) 
manganese sulphide inclusions (Abstract), 19, 403 
(1971); 19, 430 (1971) 
nonmetallic inclusions, 16, 189 (1968); (Abstract), 
19, 428 (1971); 20, 57 (1972) 
phase analysis, 16, 171 (1968) 
quality control, 20, 57, 83, 302 (1972); (Abstract), 
20, 304 (1972) 
stains, 39, 233 (1991) 
wire, brass-coated, 30, 213 (1982) 


Step, Edward, 11, 235 (1957) 
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Stephenson, J.W., 10, 135 (1955); 10, 291 (1956); 11, 195 
(1957) 


Stereobinocutar microscope, 33, 273 (1985) 


Stereological system for geological and, biological 
applications, 24, 151 (1976) 


Stereology, 16, 95 (1968); 18, 35 (1970) 


Stereology in automatic image anatysis (Abstract), 21, 
256 (1973); 22, 69 (1974) 


Stereology of leucocytes (Abstract), 23, 274 (1975) 
Stereology, trends, 24, 45 (1976) 
Stereomaster (Priors), 13, 306 (1963) 


Stereomicroscope base, use for contrast enhancement 
(Abstract), 46, 235 (1998) 


Stereomicroscope, 35, 124 (1987); 48, 96 (2000) 
children’s, 40, 272 (1992) 
fluorescence (Abstract), 46, 232 (1998) 
remote control, 13, 163 (1962) 


Stereomicroscopy, 49, 119-123 (2001) 
Stereophotography, 17, 19 (1969) 
Stereophotomacrography, 34, 1 (1986) 
Stereophotomicrography, 14, 429 (1965) 
Stereoscope (Bausch and Lomb, Inc.), 13, 245 (1962) 


Stereoscopic, binocular (proposed), 9, 218 (1953) 
effects, 12, 221, 244, 304 (1960) 
microscopy by polarized light, 11, 128 (1957) 
phase contrast, 16, 32, 377 (1968) 
photomicrography, 1, 3, 46, 57, 124 (1937) 


Stereoscopy, 8, 1 (1950); 35, 279 (1987) 
Nelson's views, 6, 21 (1946) 
printing frame, 6, 10( 1946) 
tilting stages, 6, 104, 116 (1947) 
with binocular eyepiece, 7, 274 (1949) 


Stereo-photomicrography, simultaneous, 7, 1, 27 (1949) 


Stereo-scanning photomacrography, 36, 339 (1988) 
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Sterilizer, simple, 9, 116 (1955) 


Steroid hormone effects on murine megakaryocytes, 
timelapse cinemicrography, 14, 319 (1965) 


St. Helens ash, 30, 17, 81 (1982) 

Sticky slides and electron microscopy, 46, 155 (1998) 
Sticky tape, 30, 163 (1982) 

STM, 41, 74 (1993) 

Stokes vector, 49, 97-98 (2001) 

Stone painting, 49, 217-220 (2001) 


Stone tools, 45, 89 (1997) 
blood stains by SEM, 40, 111 (1992) 


Stones in glass, 44, 25, 46 (1996) 
Stoney lab bench, 42, 91 (1994) 


Storage, of microscope optics, 12, 161 (1960) 
of specimens, 12, 223 (1960) 


Stradivarius varnish, 40, 184 (1992) 

Strain, crystal, 48, 203-206 (2000); 49, 47 (2001) 
Strain detection, 12, 44 (1958) 

Strained crocidolite, 39, 287 (1991) 

Streng, A., 47, 16 (1999) 

Streptomyces, 31, 43 (1983) 

Stress-cracking, 51, 65-70 (2003) 


Stroboscopic, equipment (notice of), 11, 238 (1957) 
illumination, 15, 414, 51 (1967) 


Stromeyer, F.S., 47, 14 (1999) 
Strontium, 44, 11 (1996) 


Strontium dipicolinate (Abstract), 20, 295 (1972); 20, 
327 (1972) 


Stroud, Robert Franklin, 44, 151, 181 (1996) 
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Structural foam moldings, 37, 17 (1989); 41, 74 (1993) 


Students, 39, 260 (1991) 
Structural color, 47, 79 (1999) 


Structure determination, molecular, 33, 23 (1985) 
x-ray, 33, 23 (1985) 


Structure and Reproduction of the Algae, book review, 
5, 256 (1945) 


Structure and _ Ultrastructure’ of 
organisms,book review, 14, 59 (1963) 


Micro- 
Student microscope,low cost, 48, 19-39 (2000) 
universal, 48, 19-39 (2000) 
Study of non-marine mollusca, 6, 35 (1946); 6, 125, 189, 
202, 230, 272 (1947); 6, 291, 312 (1948); 7, 19, 34, 69, 104 
(1948); 7, 118, 188, 219, 242 (1949) 
Sublimation, 44, 195 (1996) 
Substage, 8, 31 (1950) 

condenser, NA, 12, 214 (1960) 

position of stop, 12, 315 (1961) 
Subsurface damage, 49, 129, 135 (2001) 
Succinic acid, 48, 17 (2000) 
Sucrose, 47, 51, 53 (1999) 
Sucrose calcium chloride tetrahydrate, 13, 346 (1963) 
Sudan red, 5, 4 (1942) 
Sugar eaters, animal, 6, 87 (1946) 
Sugar granules, and nucleation of CO2, 46, 161 (1998) 
Sulferic acid, 52, 63 (2004) 
Sulfur in carbon bisulphide, 6, 21 (1946) 
Sulfur compounds, microchemical test, 44, 116 (1996) 


Sulfur, microchemical test, 44, 108 (1996) 


Sulfur, micro-extraction method, 48, 51(2000) 


Supper, spindle stage, 49, 194-195 (2001) 
Superresolution in microscopy, 21, 1 (1973) 
Supporting a microscope in field, 5, 179 (1944) 


Surface,area of elemental particles, 17, 201 (1969) 
character, 53, 75 (2005) 
characterization, 41, 66 (1993) 
contact microscope, 11, 162 (1957) 
contamination, 31, 175 (1983) 
contamination EPA bibliography, 40, 164 (1992) 
enhancement, 43, 136 (1995); 44, 15 (1996) 
films on small particles, identification (Abstract), 
24, 318 (1976) 
finish microscope, 11, 163 (1957) 
imaging (Abstract), 46, 229 (1998) 
modification of biodegradable polymers, 46, 62 
(1998) 
pits and nucleation of CO2, 46, 164 (1998) 
profiler, 50 (2002) 
replication, 39, 175 (1991); 47, 205 (1999) 
studies, 34, 316 (1986); 37, 20 (1989) 
texture, 33, 91 (1985) 
topography (Abstract), 20, 289 (1972) 
topography by light microscopy, quantitative 
determination, 21, 59 (1973) 


Superconducting ceramics, 36, 191 (1988) 
Superconductivity, 42, 140 (1994) 

Surgical blade, 45, 137 (1997) 

Surirellagemma, 11, 66 (1956) 

Suspensions, TEM grid preparation for, 46, 1 (1998) 
Suspended particles in rivers, 41, 81 (1993) 


Suture fibers, 46, 61 (1998) 
characterization (Abstract), 46, 234 (1998) 


Sweat, human, 48, 114 (2000) 
Swedish microscope, 10, 161 (1955) 


SWGDRUG (Scientific Working Group), 48, 155-156 
(2000) 


Swift, Edward, 5, 98 (1942); 5, 131 (1943); 10, 330 (1956) 





Swift FM-31 field microscope, 34, 383 (1986) 

Swing microscope, 48, 119 (2000) 

Swiss Microscopical Society, 12, 198 (1960) 

SWLIM, 50, 174-176 (2002) 

Symbiotic partnership, 5, 27 (1942); 5, 127, 151 (1943) 


Symposium on electron and light microscopy, 1948, 
41, 57 (1993) 


Symposium at Sheffield, 14, 470 (1965) 
Symmetry in crystals, 44, 151 (1996) 


Synchronous rotation of polarizing elements, 40, 154 
(1992) 


Synchrotron/SEM, 42, 140 (1994)IR Spectroscopy, 43, 
138 (1995) 


Synchrotron Infrared Microspectroscopy (SIRMS), 52, 
158 (2004) 


Syndetoneis amplectans, 9, 24 (1952) 

Synedra undulata, 5, 154, 180 (1944) 

Synthetic glass, 1, 71 (1937) 

Synthetic materials for cells, 5, 39 (1944) 
mounting media, 5, 217 (1944) 
resin for embedding, 9, 80 (1952); 9, 238 (1953) 


resins as mountants, 10, 204 (1955) 
resin “shellan”, 5, 213 (1944) 


“3,3',5,5'-Tetramethyl-4,4'-dicarbethoxypyrryl 
methene, 36, 183 (1988) 


1,3,5-Triamino-2,4,6-trinitrobenzene, 14, 27 (1963) 
1,3,5-Trinitrobenzene (see also TNB), 47, 190-193 (1999) 


1,3,5-Trinitronaphthalene (see also TNN) 47, 194-200 
(1999) 


2,4,6-Trinitrotoluene (see also TNT), 35, 273 (1987) 


Tablets, 51, 8-9 (2003) 


Tadpole tail, 13, 46 (1963) 

Tailings, mine, 48, 93-102 (2000) 

Talbot, Fox, 39, 215 (1991) 

Talc fibers, 30, 260 (1982) 

Talc, 37, 281, 406 (1989); 42, 169 (1994); 48, 169 (2000) 
Tales on tails, 35, 119 (1987) 


Talking of Butterflies, Moths and Other Fascinating 
Insects, book review, 6, 112 (1946) 


Tamp, 44, 46 (1996) 

Tandem-scanning microscopy, 36, 221 (1988) 
Tangent screw fine adjustment, 10, 239 (1955) 
Tank, made in glass, 11, 192 (1957) 

Tape mounts of hairs, 46, 169 (1998) 

Tape, 51, 166, 167 (2003) 

Taraxacum officinale, 54, 81 (2006) 
Tardigrada, 9, 75 (1952) 

Tartaric acid (racemic), 48, 12 (2000) 

TATB, 45, 127 (1997) 

Tattoo microscopy, 34, 145 (1986) 

Tattoo pigments, 44, 166 (1996) 

Taurus Mountains, 49, 209-216 (2001) 


Taylor microcompressor, 37, 241 (1989); 39, 35 (1991); 
41, 19 (1993); 44, 137, 141 (1996) 


Taylor pipette, 43, 66, 68 (1995) 


Teaching, asbestos analysis, 45, 102 (1997) 


microscopical particle analysis (Abstract), 46, 223 
(1998) 


microscopy, 15, 463 (100)* (1967); 18, 231 (1970); 
30, 131, 214 (1982); 36, 233 (1988); 47, 115 (1999) 
microscopy by video, 37, 253 (1989) 
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models, mold spores (Abstract), 46, 238 (1998) 
PLM, 43, 129, 193 (1995) 
students, 39, 260 (1991) 


Technical and Optical Equipment (London) Ltd., 14, 
419 (1965) 


Technical writing and translating for microscopists 
(Abstract), 21, 259 (1973); 22, 213 (1974) 


Technics of Plant Histochemistry and Virology, book 
review, 10, 70 (1954) 


Techniques in Experimental Virology, book review, 14, 
420 (1965) 


Techniques, (see also dispersion staining, fusion 
methods, spindle stage, tricks of the trade) 
celluloid as coverglass substitute (historical), 40, 258 
(1992) 
counting analysis for soil minerals, 40, 107 (1992) 
density separation on microscope slide, 40, 112 
(1992) dropper bottle soil preparation, 40, 111 
(1992) 
Experimental Virology, book review, 14, 420 (1965) 
How to Use a Microscope, book review, 14, 300 
(1965) 
IR filter, use in examining liquid CO2 inclusions, 
40, 65 (1992) 
isolation of pigment granules from hair by 
hydrolysis, 40, 259 (1992) 
learning to use the microscope, 18, 231 (1970) 
permanent preparations in Cargille liquids, 40, 
123 (1992) 
petrographic, 49 (2001) 
reflected light observations on minerals, 40, 255 
(1992) 
reflectivity of minerals by PLM, 40, 255 (1992) 
sectioning techniques, simple, 40, 187 (1992) 
small liquid droplets, 40, 122 (1992) 
Vickers hardness using PLM, 40, 255 (1992) 


Technitella Thompsoni, 6, 294 (1948) 
Technora fiber, 45, 93 (1997) 
Tectonics, 33, 255 (1985) 


Teflon®, 31, 152 (1983); 39, 1 (1991) 


Teichmann and Takayama Crystals (An Improved 
Technique for the Preparation of, from Blood), 
Sottolano, S. and Peter R. DeForest, 28, 41 (1980) 


Teichmann test, 36, 183 (1988) 
Teichmann’s crystals, 9, 103 (1952) 


Television, 7, 141, 148, 223 (1949) 
programmes, 12, 103 (1959) 


scanning electron microscopy (Abstract), 21, 247 
(1973) 


Telogen hairs, 39, 251 (1991) 


TEM, (see also Transmission electron microscopy) 31, 
63 (1983); 35, 107, 165, 207 (1987); 36, 75, 155, 273 (1988); 
37, 189 (1989); 38, 97, 281, 457 (1990); 42, 148, 149 (1994); 
45, 32, 57 (1997); 47, 72, 93, 159 (1999); 50, 29-35 (2002) 

analysis of asbestos dust, 46, 149 (1998) 

asbestos, 41, 15 (1993) 

calibration of rotation angle of SAED pattern, 40, 

115 (1992) 

combination calibration grid, 44, 175 (1996) 

effervescence causes by TEM and confocal 

microscopy, 40, 125 (1992) 

filtration method for asbestos in water, 40, 159 

(1992) 

grid preparation, 46, 1 (1998) 

high voltage, 42, 130 (1994) 

laboratory, 37, 80 (1989) 

methods, 46, 1 (1998) 

of asbestos, electron diffraction layer-line spacing, 

46, 197 (1998) 

SAED, 41, 151 (1993) 

study of pigments, 29, 19, 141 (1981) 

TiO,, 41, 148 (1993) 

use for asbestos, 37, 283 (1989) 


Temperature coefficient of index, 29, 93 (1981); 32, 63 
(1984) 


Temperature conversion factors, 5, 43 (1942) 
Tempere, J.C., 11, 125 (1957) 


Temporal Organization in Cells, book review, 14, 238 
(1964) 


TENA, 42, 67 (1994) 


Tencel®, 43, 141 (1995) 
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Tennessee-Tombigbee Waterway, Miss., 33, 91 (1985); 
38, 153 (1990) 


Tenorite, 49, 221 (2001) 

Tensile defects in glass, 44, 24 (1996) 
Tent lighting, 41, 63 (1993) 
Tenth-Meter (Angstrom), 38, 456 (1990) 
Teotihuacan pottery, 39, 187 (1991) 


Terminology (Abstract), 24, 311 (1976) 
microscopical, 36, 135 (1988) 


Terre verte, 38, 67 (1990) 
Tertiary butyl alcohol, 11, 66 (1956) 
Test papers, 44, 154 (1996) 
Test plates, Nobert’s, 11, 35 (1956) 
Test, microchemical, 49, 41-45, 121-123 (2001) 
Test, microcrystalline, 49, 41-45 (2001) 
Testing, 8, 31 (1950); 8, 121 (1951) 
Tests for Fe, Cu and Co, 29, 87 (1981) 
Tetra iodomethane, 5, 3 (1942) 
Tetrahedrite, 48, 93 (2000) 
Tetratological forms (diatoms), 36, 261 (1988) 
Tetronic acid, 41, 70 (1993) 
Tetryl, 41, 171, 181, 182 (1993) 
Textile fibers, 16, 201 (1968); 30, 207, 215, 217 (1982); 
39, 253 (1991); 44, 56 (1996) 
staining for electron microscopy, 19, 255 (1971) 
Textile labeling, 37, 260 (1989) 
Textile microscopy, SEM, 30, 207 (1982) 


Textiles, 47, 93 (1999) 
embedding, 13, 307 (1963) 
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fluorescence by, 31, 213 (1983) 
SEM, by, 31, 139 (1983) 


Thallium nitrate, 13, 291 (1963) 
Theory of the Microscope, book review, 8, 282 (1952) 
Thermal behavior of TNT, 18, 241, 257 (1970) 


Thermal explosions in mixtures of eutectic sodium 
potassium alloy and potassium superoxide, 25, 237 
(1977) 

Thermal microscopy, see Fusion methods 

Thermal standards (Abstract), 46, 225 (1998) 
Thermal-optical effects in acrylic fibers, 14, 209 (1964) 
Thermoanalysis, 39, 53 (1991) 

Thermoelectric cold stage, 14, 395 (1965) 


Thermomicroscopy, 51, 107-110, 148, 157 (2003) 


Thermoplastic polymers and knitted cotton fabrics, 
21, 161 (1973) 


Thermoplastic, 33, 241 (1985) 


Thermoplastics, pigment dispersion, 16, 123 (1968) 
Thickness of slip, 8, 121 (1951) 


Thin films, identification on small particles, 25, 119 
(1977) 
refractive index determination by transmission 
Nomarski differential interference contrast 
microscopy, 25, 265 (1977) 


Thin sectioning for electron miscropy without 
embedding, 14, 7 (1963) 


Thin sectioning, hand-cut, 13, 1 (1963) 


Thin sections, 29, 147 (1981); 30, 171 (1982); 32, 23 
(1984); 35, 233 (1987); 38, 9 (1990); 39, 121 (1991); 47, 
114 (1999) 

grinding, 42, 181 (1994) 

of glass, 44, 46 (1996) 

of paint layers, 40, 184 (1992) 
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Thionin, 5, 4 (1942) 
Thiophosphory] trichloride, 5, 75 (1942) 


Thompson’s high refractive index medium (historical), 
40, 258 (1992) 


Thomson, Allen, 32, 23 (1984) 

Thread, RMS, 48, 117 (2000) 

Thread, Whitworth, 48, 117 (2000) 
Threadworms, 1, 73 (1937) 
Three-dimensional microscopy, 37, 257 (1989) 
Three-dimensional projection, 12, 247 (1960) 


Three-dimensional reconstruction from serial sections, 
16, 235 (1968) 


“Thriving under difficulties”, 10, 253 (1956) 
Thrombocytes, 16, 277 (1968) 

Thus, gum, 5, 106 (1943) 

Tilt series, bulk YBCO bicrystals, 44, 152 (1996) 


Tilting stage, 10, 240 (1955); 14, 429 (1965); 32, 1 (1984) 
stereo, 36, 339 (1988) 


Timbrell split image principle applied to TV imaging 
(Abstract), 20, 294 (1972) 


Time-interval photography,stereo interpretation, 8, 3 
(1950) 


Time-lapse Cinemicrography procedure and steroid 
hormone effects on murine megakaryocytes, 14, 319 
(1965) 


Timer, electric, 6, 115 (1947) 
suggestions, 6, 44 (1946) 


Tin, 49, 209 (2001) 
and Its Uses, book review, 11, 240 (1957); 12, 55 
(1958); 12, 154, 233 (1960) 
ore mining, 49, 209 (2001) 
ores, 49, 209-216 (2001) 


Preparation for Microscopical Examination, book 
Research 1932-1957, book review, 11, 182 (1957) 
Research Institute, 25th Anniversary, 11, 171 
(1957) 

review, 11, 155 (1957) 


Tinplate Handbook, book review, 11, 239 (1957) 


TiO,, 41, 147 (1993); 45, 41 (1997) 
Kronos samples, 41, 147 (1993) 
optical properties, 41, 151 (1993) 
polymorphs, 41, 147 (1993) 
XRD, 41, 149 (1993) 


Tire cord, 48, 209 (2000) 
steel, 30, 213 (1982) 


Tissue, crystals in, 14, 411 (1965); 15, 230 (1966) 
cultures, single plant cells, 11, 120 (1957) 
dehydration, 29, 137 (1981) 
digestion, 49, 11 (2001) 
embedding medium, 14, 298 (1965) 
freeze-dried, 19, 271 (1971) 
particles in, 49, 11 (2001) 
regeneration, 46, 62 (1998) 
section, preparation, 49, 11 (2001) 
sections, 47, 115 (1999) 


Titanium alloys,crack path-microstructure 
relationship observations, 23, 133 (1975) 


Titanium dioxide, 48, 158 (2000) 
Titanium white, pigments, 38, 289 (1990); 44, 204 
(1996); 45, 41 (1997) 

microchemical test (Abstract), 46, 227 (1998) 
TNA, 47, 188-191 (1999) 
TNB (see also 1,3,5-Trinitrobenzene), 47, 190-193 (1999) 


TNN (see also 1,3,5-Trinitronaphthalene), 47, 194-200 
(1999) 


TNR, 41, 171 (1993) 
TNT (see also 2,4,6-Trinitrotoluene), 41, 173 (1993); 45, 
127 (1997); 36, 247 (1988); 48, 203, 204 (2000); 49, 48 
(2001) 

thermal behavior, 18, 241, 257 (1970); 35, 273 (1987) 


Tolu, balsam of, 5, 276 (1945) 


clxxix 





Tobacco industry, problem solving, 44, 157 (1996) 
TOC, 44, 2 (1996) 


Tolansky Microinterferometer (Abstract), 19, 426 
(1971); 20, 217 (1972) 


Tolensky interference microscopy, 43, 7 (1995) 
Tool clips as aids for microscopist, 9, 3 (1952) 
Toolmarks, 53, 17 (2005) 


Tools for microscopy, heating probe, platinum wire, 
40, 67 (1992) 
milling tool mounted on microscope, 40, 33 (1992) 
plastic stirrer, 40, 111 (1992) 
Vickers hardness indenter 
microscope, 40, 255 (1992) 


mounted on 
Tooth carps, embryology, of, 1, 107 (1937) 
intromittent organs, 11, 11 (1956) 


Toothpaste, abrasives, 40, 186 (1992); 41, 13 (1993) 
as sealant, 44, 141 (1996) 


Top lighting, 8, 71 (1950) 

Topography, 32, 1 (1984) 
quantitative determination (Abstract), 20, 289 
(1972) 

Topping, Amos, 10, 109 (1954) 

Topping, C.M., 10, 109 (1954) 

Torbanehill mineral, 41, 119 (1993) 

Tortoise beetle larva, 13, 110 (1961) 

Torulopsis neoformans, 9, 106 (1952) 


Total internal reflection, 48, 149-152 (2000) 


Total organic carbon, 44, 2 (1996) 


Total reflection X-ray fluorescence analysis, 44, 158 
(1996); 45, 68 (1997) 


Total suspended solids, 45, 158 (1997) 


Tow nets, floats, for, 5, 313 (1945) 


clxxx 


Trace, analysis, (Vol. 36:2) (1988); 44, 153 (1996) 
analysis vs. ultramicroanalysis, 44, 149 (1996) 
contamination of polymers, 16, 295 (1968) 
evidence, 30, 93, 105, 151, 163, 210, 215-217, 229, 
281 (1982); 31, 1, 15, 115, 117, 119, 123-126 (1983); 
34, 29 (1986); 35, 249, 261 (1987); 45, 15, 53, 89 (1997); 
47, 205, 209 (1999); 48, 45-49 (2000); 51, 111, 166, 
169, 172, 173, 185-188 (2003); 53, 15, 53, 17 (2005) 
evidence analysis, 52, 172 (2004) 


Track counting, automatic image analysis (Abstract), 
19, 441, 443 (1971); 20, 127, 175 (1972) 
measurement of reaction rates (Abstract), 23, 261 
(1975) 
test reactor reaction rates, 24, 199 (1976) 


quantitative detection of alpha particles, 22, 129 
(1974) 


Trade names of asbestos building product additives, 
47, 163 (1999) 


Tradescantia virginiana, 40, 241 (1992) 


Tradition and Fortschrift, 1845-1957, book review, 11, 
241 (1957) 


Tragacanth gum, 49, 159 (2001) 

Training, 38, 23, 97, 135, 281 (1990); 45, 16 (1997) 
forensic microscopists, 42, 51 (1994) 
microscopists, 39, 245 (1991) 

Transformer toys, 34, 83 (1986) 


“Transformers”, van Heurck’s, 9, 108 (1952); 9, 164 
(1953) 


Transmission electron microscope, 31, 63 (1983); 34, 
371 (1986); 45, 32, 57 (1997); 51, 122, 133, 153 (2003); 52, 
156 (2004) 

Transmission function of object, 14, 452 (1965) 


Transmitted light phase microscopy of unmounted 
specimens, 23, 127 (1975) 


Transmitted light sources, for low magnification, 48, 
189-201 (2000) 

fiber optic, 48, 19, 20, 24, 27, 87 (2000) 

diffused, 48, 195 (2000) 


Transparency, 30, 319 (1982) 
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Traviss expandable central stop, 15, 179 (1966) 
Trays for slides, 10, 104 (1954) 
Trematodes, 1, 85 (1937) 


Tremolite, 37, 15, 49, 407 (1989); 47, 108 (1999); 49, 50- 
53, 192-193 (2001); 51, 121-138, 152, 153 (2003); 54, 25 
(2006) 


Triaminotrinitrobenzene, 45, 127 (1997) 
Triceratium sculptum, 5, 24 (1942) 
Trichinella spiralis, 1, 73 (1937) 
Trichinosis, 1, 73 (1937) 

Trick photomicrography, 31, 245 (1983) 


Tricks of the Trade, 31, 333 (1983); 32, 100, 148 (1984); 
33, 42, 119, 186, 246 (1985); 34, 26, 130 (1986); 35, 272 
(1987); 39, 57, 336 (1991); 40, 122 (1992); 43, 15 (1995); 
44, 10 (1996); 45, 14, 60, 116, 117, 191 (1997) 

3-M Post-itTM for particle sorting, 38, 197 (1990) 

asbestos fiber collection, 36, 351 (1988) 

Bertrand lens, 36, 212 (1988) 

binocular microscopes, 36, 114 (1988) 

density separation (micro), 36, 258 (1988) 

focusing high magnification objectives, 36, 78 

(1988) 

image contrast, 36, 212 (1988) 

NaNO3 sticks, 38, 40 (1990) 

oil immersion objective, 36, 351 (1988) 

recovery (isolation) of euhedral crystals, 39, 336 

(1991) 

refractive indices and birefringence fibers, 39, 57 

(1991) 


Tridymite, 44, 31 (1996); 48, 158 (2000) 


Triethanolamine, dispersant for microscopy, 37, 263 
(1989) 


Triglycerol, 10, 80 (1954) 
Trilobal fibers, 44, 155 (1996) 
Trinitite, 42, 134 (1994) 


Trinitroanisole (TNA), 47, 188-191 (1999) 


Triphenylarsine, 42, 76 (1994) 
Trophi, 39, 35 (1991) 


Tropical Aquariums, Plants and Fishes, book review, 
10, 111 (1954) 


Trouble-shooting, 30, 1-3 (1982) 
Troughs, glass, 5, 174 (1944) 
made in glass, 11, 194 (1957) 
stage, 7, 186 (1949) 
Trunnion mounting, introduction of, 8, 199 (1951) 
Trypanosoma spp., 38, 15 (1990) 
Trypanosomes, 37, 268 (1989) 
Tube length, 39, 202 (1991) 
correction, 9, 48 (1952); 29, 1 (1981) 
correctors, 6, 192 (1947); 8, 119 (1951); 37, 427 
(1989) 
in photomicrography, 8, 98 (1950) 
Tube, draw, 44, 46 (1996) 
Tube-dwelling bacteria, 38, 302 (1990) 
Tubeholder for the stage, 7, 186 (1949) 
Tubelength, corrector, 


Tubercule bacillus-flagella?, 12, 212 (1960) 


Tuberculosis, 51, 210-212 (2003) 
in fish, 13, 23 (1961) 


Tubing, 44, 46 (1996) 
Tuck stones, 44, 46 (1996) 
Tungsten needle, 38, 40 (1990); 44, 10 (1996) 


Tungsten needles, 12, 91, 117 (1959); 47, 63 (1999); 50, 
159-161, 164 (2002) 


Tunnels, 49, 29 (2001) 


Turbellarian flatworms, egg capsules, 10, 200 (1955) 
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Turin “Shroud”, 35, 325 (1987); iv (36:1); 2, 4 (1988); 
cover (36:3) (1988); 45, 110 (1997); 48, 79-85, 159 (2000) 
(Light Microscopical Study of the), McCrone, W.C., 
and Skirius, C., 28, 105 115 (1980); 29, 29 (1981); 30, 
125, 220, 343 (1982) 
Turkey, 49, 209 (2001) 
Turntable, Aylward’s, 7, 327 (1950) 
ball bearings for, 7, 270 (1949) 
centring, 9, 117 (1953) 
design for, 10, 242 (1955) 
elliptical, 9, 302 (1954) 
gramophone, 9, 156 (1953) 
machine for spinning, 7, 270 (1949) 
Turrell, Edward, 48, 118 (2000) 
Turtox news, 5, 102 (1946) 


TV microscopy, 14, 192 (1964); 15, 116, 148 (1966); 15, 
431 (68)* (1967); 20, 294 (1972); 32, 273 (1984) 


Twain, Mark, 51, 165 (2003) 
Twenty-fifth anniversary, 13, 197 (1962) 
Twin-lamp lighting unit, 11, 209 (1957) 
Twinned crystals, 44, 8 (1996) 


Twinning off ?-cyclotetramethylene tetranitramine 
(HMX), 22, 169 (1974) 


Two old microscopes, 1, 147 (1938) 
Two-mirror objectives, 9, 266 (1953) 
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